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This  section  of  the  FEDERAL  REGISTER 
contains  regulatory  documents  having 
general  applicability  and  legal  effect,  most 
of  which  are  key^  to  and  codified  in 
the  Code  of  Federal  Regulations,  which  is 
published  under  50  titles  pursuant  to  44 
U.S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold 
by  the  Superintendent  of  Documents. 

Prices  of  new  books  are  listed  in  the 
first  FEDERAL  REGISTER  issue  of  each 
month. 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
7  CFR  Part  905 

[Orange,  Grapefruit,  Tangerine  and  Tangeio 
Reg.  5,  Arndt  3] 

Oranges,  Grapefruit,  Tangerines  and 
Tangelos  Grown  In  Florida; 

Amendment  of  Tangerine  Size 
Requirements 

agency:  Agricultural  Marketing  Service, 
USDA. 

ACTION:  Amendment  to  interim  rule. 

SUMMARY:  This  amendment  allows  each 
handler  to  ship  a  quantity  of  smaller  size 
Dancy  variety  tangerines  (2yie  inches  in 
diameter)  during  the  week  November  23 
to  November  29, 1981,  equal  to  35 
percent  of  total  shipments  during  a 
specified  prior  period.  In  the  absence  of 
this  amendment  only  tangerines  2^16 
inches  in  diameter  could  be  shipped. 

This  action  allows  an  increase  in  the 
supply  of  tangerines  during  the  period 
speciHed  in  recognition  of  demand 
conditions  and  the  size  composition  of 
available  supply  in  the  interest  of 
growers  and  consumers. 

EFFECTIVE  DATE:  November  23, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 
William  J.  Doyle,  Acting  Chief,  Fruit 
Branch,  F&V  AMS,  USDA,  Washington, 
D.C.  20250,  telephone  (202)  447-5975. 
SUPPLEMENTARY  INFORMATION:  This 
final  action  has  been  reviewed  imder 
Secretary’s  Memorandum  1512-1  and 
Executive  Order  12291  and  has  been 
designated  a  “non-major”  rule.  William 
T.  Manley,  Deputy  Administrator, 
Agricultural  Marketing  Service,  has 
determined  that  this  action  will  not  have 
a  signiHcant  economic  impact  on  a 
substantial  number  of  small  entities 


because  it  would  not  measurably  affect 
costs  for  the  directly  regulated  handlers. 

This  amendment  is  issued  under  the 
marketing  agreement  and  Order  No.  905 
(7  CFR  Part  905),  regulating  the  handling 
of  oranges,  grapeffuit,  tangerines,  and 
tangelos  grown  in  Florida.  The 
agreement  and  order  are  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674).  This  action  is  based  upon  the 
recommendation  and  information 
submitted  by  the  Citrus  Administrative 
Committee,  and  upon  other  available 
information.  It  is  hereby  found  that  the 
regulation  of  Florida  Dancy  tangerines, 
as  hereinafter  provided,  will  tend  to 
effectuate  the  declared  policy  of  the  act. 

Interim  regulation  5,  setting  minimum 
grade  and  size  requirements  for  Florida 
Dancy  tangerines,  is  effective  for  the 
period  October  19, 1981  through 
December  6, 1981.  The  Bnal  rule  is 
proposed  to  become  effective  on  and 
pfter  December  7, 1981. 

This  amendment  would  relax 
limitations  on  the  handling  of  Dancy 
tangerines  by  pennitting  each  handler, 
during  the  period  November  23, 1981, 
through  November  29, 1981,  to  ship  a 
quantity  of  such  tangerines  of  210  size 
(2^16  inches)  equal  to  35  percent  of  total 
shipments  in  a  specified  prior  weekly 
period.  The  committee  reports  that 
Dancy  tangerines  are  beginning  to  pass 
Florida  maturity  tests  and  the  total 
supply  is  limited.  Also,  the  committee 
reports  that  the  market  will  accept  a 
limited  quantity  of  the  210  size  Dancy 
tangerines.  Thus,  relaxation  of  the 
regulation  is  designed  to  allow  a  greater 
proportion  of  the  available  supply  to 
reach  the  market. 

It  is  anticipated  that  during 
subsequent  weeks  larger  supplies  of 
Dancy  tangerines  will  be  available  for 
market  and  such  fhiit,  left  on  the  trees, 
will  likely  attain  larger  sizes.  Hence,  this 
action  provides  for  the  resumption  of  the 
2^1 6  inch  minimum  size  for  Dancy 
tangerines  for  the  period  November  30, 
1981,  through  December  6, 1981,  to 
assure  availability  of  the  sizes  preferred 
by  consumers.  The  proposed  final  rule 
will  contine  the  2^16  inch  minimum 
diameter  for  shipments  of  Florida  Dancy 
tangerines. 

It  is  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice, 
engage  in  public  rulemaking,  and 


postpone  the  effective  date  until  30  days 
after  publication  in  the  Federal  Register 
(5  U.S.C.  553),  because  of  insufficient 
time  between  the  date  when  information 
became  available  upon  which  this 
amendment  is  based  and  the  effective 
date  necessary  to  effectuate  the 
declared  purposes  of  the  act.  Interested 
persons  were  given  an  opportunity  to 
submit  information  and  views  on  the 
amendment  at  an  open  meeting.  This 
amendment  relieves  restrictions  on  the 
handling  of  Florida  Dancy  tangerines. 
Handlers  have  been  apprised  of  such 
provisions  and  the  effective  date. 

Information  collection  requirements 
(reporting  or  recordkeeping)  under  this 
part  are  subject  to  clearance  by  the 
Office  of  Management  and  Budget  and 
are  in  the  process  of  review.  These 
information  requirements  shall  not 
become  effective  until  such  time  as 
clearance  by  the  OMB  has  been 
obtained. 

Accordingly,  paragraph  (d)  of 
§  905.305  (Orange,  Grapefruit, 

Tangerine,  and  Tangeio  Regulation  5;  (46 
FR  50359;  55919),  is  revised  as  follows: 

§  905.305  Orange,  Grapefruit,  Tangerine, 
and  Tangeio  Regulatkxi  5. 
***** 

(d)  Percentage  of  size  regulation 
applicable  to  Dancy  variety  tangerine^. 
Notwithstanding  the  provisions  of  Table 
I  in  paragraph  (a)  of  ^is  section,  any 
handler  may  during  the  period 
November  23  through  November  29, 

1981,  ship  Dancy  variety  tangerines 
smaller  Aan  2%e  inches  in  diameter 
Provided  That  such  smaller  tangerines 
are  not  smaller  than  inches  in 
diameter  and:  Provided  further.  That  the 
quantity  of  such  smaller  tangerines  does 
not  exceed  35  percent  of  the  quantity 
shipped  in  the  applicable  prior  period  as 
determined  by  the  procedure  specified 
in  §  905.152  (46  FR  47056)  of  this  part. 
***** 

(Secs.  1-19, 48  StaL  31,  as  amended;  7  U.S.C 
601-674) 

Dated,  November  20, 1981,  to  become 
effective  November  23, 1981. 

D.  S.  Kuryloski, 

Deputy  Director,  Fruit  and  Vegetable 
Division,  Agricultural  Marketing  Service. 

[FR  Doc.  81-34142  Piled  11-25-81;  8:45  ua| 
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7  CFR  Part  907 

[Navel  Orange  Reg.  529;  Navel  Orange  Reg. 
528,  Arndt  1] 

Navel  Oranges  Grown  hi  Arizona  and 
Designated  Part  of  California; 

Umitation  of  Handling 

agency:  Agricultural  Marketing  Service, 
USDA. 

ACTION:  Final  rule. 

summary:  This  action  establishes  the 
quantity  of  fresh  Califomia-Arizona 
navel  oranges  that  may  be  shipped  to 
market  during  the  period  November  27- 
December  3, 1981,  and  increases  the 
quantity  of  such  oranges  that  may  be  so 
shipped  during  the  period  November  20- 
November  26, 1961.  Such  action  is 
needed  to  provide  for  orderly  marketing 
of  fresh  navel  oranges  for  the  periods 
speciRed  due  to  the  marketing  situation 
confronting  the  orange  industry. 

OATES:  This  regulation  becomes 
effective  November  27, 1981,  and  the 
amendment  is  effective  for  the  period 
November  20-26, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 
William  J.  Doyle,  (202)  447-5975. 
SUPPLEMENTARY  INFORMATION:  Findings. 
This  rule  has  been  reviewed  imder 
Secretary's  Memorandum  1512-1,  and 
Executive  Order  12291  and  has  been 
designated  a  “non-major”  rule.  This 
regulation  and  amendment  are  issued 
under  the  marketing  agreement,  as 
amended;  emd  Order  No.  907,  as 
amended  (7  CFR  Part  907),  regulating  the 
handling  of  navel  oranges  grown  in 
Arizona  and  designated  part  of 
California.  The  agreement  and  order  are 
effective  imder  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674).  The  action 
is  based  upon  the  recommendation  and 
information  submitted  by  the  Navel 
Orange  Administrative  Committee  and 
upon  other  available  information.  It  is 
hereby  found  that  this  action  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

This  action  is  consistent  with  the 
marketing  policy  for  1981-82.  The 
marketing  policy  was  recommended  by 
the  committee  following  discussion  at  a 
public  meeting  on  October  6, 1981.  A 
regulatory  impact  analysis  on  the 
marketing  policy  is  available  from 
William ).  Doyle,  Acting  Chief,  Fruit 
Branch,  F&V,  AMS,  USDA,  Washington. 
D.C.  20250,  telephone  202-447-5975. 

The  committee  met  again  publicly  on 
November  23, 1981,  at  Los  Angeles, 
California,  to  consider  the  current  and 
prospective  conditions  of  supply  and 
demand  and  recommended  a  quantity  of 
navel  oranges  deemed  advisable  to  be 


handled  during  the  specified  weeks.  The 
committee  reports  the  demand  for  navel 
oranges  is  good. 

It  is  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice, 
engage  in  public  rulemaking,  and 
postpone  the  effective  date  until  30  days 
after  publication  in  the  Federal  Register 
(5  U.S.C.  553),  because  of  insufilcient 
time  between  the  date  when  information 
became  available  upon  which  this 
regulation  and  amendment  are  based 
and  the  effective  date  necessary  to 
effectuate  the  declared  policy  of  the  act. 
Interested  persons  were  given  an 
opportunity  to  submit  information  and 
views  on  the  regulation  at  an  open 
meeting,  and  the  amendment  relieves 
restrictions  on  the  handling  of  navel 
oranges.  It  is  necessary  to  effectuate  the 
declared  purposes  of  die  act  to  make 
these  regulatory  provisions  effective  as 
specified,  and  handlers  have  been 
appraised  of  such  provisions  and  the 
effective  time. 

Forms  required  for  operation  under 
this  part  are  subject  to  clearance  by  the 
Office  of  Management  and  Budget  and 
are  in  the  process  of  review. 

PART  907^AVEL  ORANGES  GROWN 
IN  ARIZONA  AND  DESIGNATED  PART 
OF  CALIFORNIA 

1.  Section  907.829  is  added  as  follows: 

§  907.829  Navel  orange  regulation  529. 

The  quantities  of  navel  oranges  grown 
in  Arizona  and  California  which  may  be 
handled  during  the  period  November  27, 
1981,  through  December  3, 1981,  are 
established  as  follows: 

(a)  District  1: 1,260,000  cartons; 

(b)  District  2;  Unlimited  cartons: 

(c)  District  3: 149,000  cartons; 

(d)  District  4:  Unlimited  cartons; 

2.  Section  907.828  Navel  Orange 
Regulation  528  (46  FR  56775),  is  hereby 
amended  to  read: 

§  907.828  Navel  orange  regulation  528. 
***** 

(a)  District  1;  968,000  cartons; 

(b)  District  2;  Unlimited  cartons; 

(c)  District  3: 132,000  cartons; 

(d)  District  4:  Unlimited  cartons; 

(Sec.  1-19, 48  Stat.  31,  as  amended:  7  U.S.C. 
601-674) 

Dated:  November  24. 1961. 

Charles  R.  Brader, 

Director,  Fruit  and  Vegetable  Division, 
Agricultural  Marketing  Service. 

(FR  Doc.  B1-3420S  Plied  8:45  am] 
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DEPARTMENT  OF  TRANSPORTATION 
Federal  Aviation  Administration 
14  CFR  Part  39 

[(Docket  No.  81-GU10-AD;  Arndt  39-42) 

69] 

Airworthiness  Directives;  Woodward 
Governor  Company  MocM  F210681 
Propeller  Governors  Installed  on 
Maule  MS  23SC  Airplanes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Final  rule;  request  for 
comments. 

SUMMARY:  This  amendment  adopts  a 
new  Airworthiness  Directive  (AD) 
which  requires  the  replacement  of 
Woodward  Governor  Model  F210681, 
Serial  Numbers  as  listed  in  body  of  AD, 
on  Maule  M5  235C  airplanes.  The  AD  is 
prompted  by  four  reports  of  failures  of 
the  flyweights  in  these  governors  which 
cause  the  propeller  to  go  to  lower  pitch 
resulting  in  engine  overspeed  and  loss  of 
thrust. 

DATE:  Effective  December  7, 1981. 

Comments  related  to  this  amendment 
must  be  received  on  or  before  December 
31, 1981.  Depending  on  the  comments 
received,  this  amendment  may  be 
modlHed. 

(Compliance  schedule — ^As  prescribed 
in  body  of  AD. 

ADDRESSES:  Send  written  comments  in 
duplicate  to  Office  of  Regional  Counsel, 
Federal  Aviation  Administration, 
Attention:  Rules  Docket  (AGL-7)  Docket 
No.  81-GL-lO-AD,  23(X>  East  Devon 
Avenue,  Des  Plaines,  Illinois  60018.  The 
applicable  service  bulletin  may  be 
obtained  from:  Woodward  Governor 
Company,  5(X)1  North  Second  Street, 
Rockford,  Illinois  61101. 

A  copy  of  the  applicable  service 
bulletin  is  contain^  in  the  Rules 
Docket,  Office  of  the  Regional  (Counsel, 
FAA,  Great  Lakes  Region,  Room  415, 
23(X)  East  Devon  Avenue,  Des  Plaines, 
Illinois  6(X)18. 

FOR  FURTHER  INFORMATION  CONTACT: 

Charles  Smalley,  Flight  Standards 
Division,  Engineering  and 
Manufacturing  Branch,  AGL-213,  FAA, 
23(X)  East  Devon  Avenue,  Des  Plaines, 
Illinois  60018,  telephone  312/694-7130. 


SUPPLEMENTARY  INFORMATION:  There 
have  been  four  reports  of  flyweight 
failure  caused  by  the  vibration  in  this 
Lycoming  engine/govemor/Hartzell 
H(C-(C2YR-1BF  propeller  combination. 
Since  this  condition  is  likely  to  exist  or 
develop  on  certain  other  F210681 
governors  within  a  block  of  serial 
numbers,  an  Airworthiness  Directive  is 
being  issued  which  requires  replacement 
of  Woodward  (Covemor  Model  F210681, 
affected  Serial  Number,  on  Maule  M5 
235C  airplanes.  The  consequences  of  the 
failure  of  a  governor  flyweight  can  be 
extremely  hazardous  in  that  the  pilot 
loses  control  over  the  propeller  which 
can  overspeed  and  result  in  catastrophic 
destruction  of  the  engine  or  propeller,  or 
both. 

Since  a  situation  exists  that  requires 
the  immediate  adoption  of  this 
regulation,  it  is  found  that  notice  and 
public  procedure  hereon  are 
impracticable  and  good  cause  exists  for 
making  this  amendment  elective  in  less 
than  30  days. 

Although  this  action,  which  involves 
requirements  afrecting  immediate  flight 
safety,  is  in  the  form  of  a  final  rule  and, 
thus,  was  not  preceded  by  notice  and 
public  comment,  comments  are  now 
invited  on  the  rule.  When  the  comment 
period  ends,  the  FAA  will  use  the 
comments  submitted,  together  with 
other  available  informatimi,  to  review 
the  regulation. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 

§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  38.13}  is  amended, 
by  adding  the  following  new 
Airworthiness  Directive: 

Woodward  Governor  Company.  Apiriies  to 
Model  F210681  Serial  Numbers  1446751  ^ 

through  1446783, 1446785  through  1446806, 
1446808, 1446809, 1446811, 1446812, 1446814 
through  1446817, 1567547  through  1567562, 
1567504  through  1567594,  and  1567596  through 
1567612  installed  on  Maule  M5  235C 
airplanes. 

Compliance  is  required  as  indicated,  unless 
already  accomplished.  To  prevent  the 
possible  failure  of  the  flyweights,  accomplish 
the  following: 

Within  the  next  50  hours  time  in  service 
from  the  elective  date  of  this  AD,  remove 
Woodward  Governor  Model  F210681  with  the 
above  listed  serial  niunbers  and  replace  with 


a  Woodward  Governor  Model  F21Q681  S/N 
not  listed  above  in  accordance  with 
Woodward  Service  Bulletin  33576  dated 
October  1981.  This  amendment  becomes 
effective  December  7, 1981. 

(Secs.  313(a),  601,  and  603,  Federal  Aviation 
Act  of  1958,  as  amended,  (48  U.S.C  1354(a). 
1421,  and  1423);  Sea  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)):  14 
CFR  11.89) 

Note. — ^The  FAA  has  determined  that  this 
document  involves  a  final  regulation  which  is 
not  considered  to  be  major  under  Executive 
Order  12291  or  significant  under  DOT 
Regulatory  Policies  and  Procedmes  (44  FR 
11034;  February  26, 1979).  A  final  regulatory 
evaluation  prepared  for  this  document  is 
contained  in  the  public  docket  and  a  copy 
may  be  obtained  by  writing  Engineering  and 
Manufacturing  Brandi.  AGL-213,  Flight 
Standards  Division,  FAA,  2300  East  Devon 
Avenue.  Des  Plaines,  Illinois  60018.  It  has 
also  been  determined  under  the  criteria  of  the 
Regulatory  Flexibility  Act  that  this  rule,  at 
promulgation,  will  not  have  a  significant 
economic  impact  on  a  substantial  numlm  of 
small  entities.  The  aforesaid  determinations 
under  the  Regulatory  Flexibility  Act  and 
Executive  Orier  12291  are  based  upon  the 
small  number  of  aircraft  and  entities  which 
will  be  affected  by  this  AD,  and  upmi  the 
minimal  loss  udii^  these  entities  will  incur  a 
complying  with  this  AD. 

The  manufacturer's  service  bulletin 
identified  in  this  directive  is 
incorporated  herein  and  made  part 
hereof  pursuant  to  5  U.S.C.  552(a)(1).  AD 
persons  affected  by  the  dfrective  who 
have  not  already  received  these 
documents  from  the  manufactuiw  may 
obtain  copies  upon  request  to: 
Woodward  (kivemor  Company,  5001 
North  Second  Street,  Rockford,  Dfinois 
61101. 

These  documents  may  also  be 
examined  at  the  Great  Lakes  Regional 
Office,  FAA,  23(X)  East  Devon  Avenue, 
Des  Plaines,  Illinois  6(X)18. 

This  rule  is  a  final  order  of  the 
Administrator  under  the  Federal 
Aviation  Act  of  1958,  as  amended.  As 
such,  it  is  subject  to  review  only  by  the 
comts  of  appeals  of  the  United  States,  or 
the  United  States  Court  of  Appeals  for 
the  District  of  Columbia. 

Issued  in  Kansas  City,  Missouri,  on 
November  16, 1981. 
lames  O.  Robinson, 

Acting  Director,  Central  Region, 

|FR  Doc.  81-341SS  FiM  MS  ud| 
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14  CFR  Part  39 

[Docket  No.  81-4IW-37-AD;  Arndt.  No.  39- 
4268] 

Airworthiness  Directive;  Canadair 
Model  CL-600  Airplanes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Final  rule. _ 

summary:  On  June  19, 1981,  the  FAA 
issued  a  telegraphic  Airworthiness 
Directive  (AD)  T81-13-51,  effective  upon 
receipt,  to  all  known  operators  of 
Canadair  CL-600  series  airplanes 
certified  in  all  categories.  This  AD 
required  an  inspection  and  replacement, 
if  necessary,  of  the  wheel  brake 
assembly  to  prevent  an  unsafe  condition 
where  the  brakes  may  drag.  This  AD  is 
hereby  published  in  the  Federal  Register 
to  make  it  effective  to  all  persons. 

DATES:  Effective  date:  December  7, 1981. 
This  AD  was  effective  earlier  to  all 
recipients  of  telegraphic  AD  T81-13-51 
dated  June  19, 1981. 

ADDRESSES:  The  service  bulletins 
specified  in  this  airworthiness  directive 
may  be  obtained  upon  request  to 
Canadair  Ltd.,  P.O.  Box  6087,  Station  A, 
Montreal,  Quebec,  Canada  H3C3G9,  or 
may  be  examined  at  the  Federal 
Aviation  Administration,  Northwest 
Mountain  Region,  9010  East  Marginal 
Way  South,  Seattle,  Washington  98108. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Harold  N.  Wantiez,  Foreign  Aircraft 
Certification  Branch,  ANM-150S,  FAA 
Northwest  Mountain  Region,  9010  E. 
Marginal  Way  South,  Seattle, 
Washington  98108,  telephone .(206)  767- 
2530. 

SUPPLEMENTARY  INFORMATION:  A  safety 
hazard  may  exist  on  Canadair  CL-600 
airplanes  if  the  brake  drags  after  the 
wheel  brake  assembly,  P/N  600-85083- 
55,  has  been  reworked.  An 
airworthiness  directive  had  been 
previously  issued  by  the  Canadian 
airworthiiiess  authority  after  an 
improperly  reworked  wheel  brake 
assembly  was  discovered.  On  June  19, 
1981,  telegraphic  AD  T81-13-51  was 
issued  to  all  known  owners  of  Canadair 
series  CL-600  airplanes  which  required 
an  inspection  of  the  wheel  brake 
assembly  and  replacement  if  the  brakes 
drag.  This  AD  publishes  the  telegraphic 
AD  in  the  Federal  Register. 

Since  this  condition  was  likely  to  exist 


or  develop  on  other  airplanes  of  the 
same  type  design,  a  telegraphic 
airworthiness  directive  was  issued 
which  requires  inspections  and 
modifications  to  Canadair  CL-600  series 
airplanes.  It  is  now  published  to  make  it 
effective  to  all  persons. 

Since  a  situation  existed  and  still 
exists  that  requires  the  immediate 
adoption  of  this  regulation,  it  is  found 
that  notice  and  public  procedure  hereon 
are  impractical  and  good  cause  exists 
for  making  this  amendment  effective  in 
less  than  30  days. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 

§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13)  is  amended 
by  adding  the  following  new 
airworthiness  directive: 

Canadair  Applies  to  all  Canadair  CL-600 
series  airplanes  certified  in  all 
categories.  To  detect  dragging  wheel 
brakes,  unless  already  accomplished, 
accomplish  the  following  prior  to  further 
flight. 

A.  Inspect  and  replace,  if  necessary,  wheel 
brake  assembly  P/N  600-85083-55  with  wheel 
brake  assembly  P/N  600-85083-57  in 
accordance  with  Canadair  Alert  Service 
Bulletin  A600-0045,  Revision  1,  dated  June  15, 
1981. 

B.  Airplanes  may  be  flown  to  a 
maintenance  base  for  repairs  or  replacement 
in  accordance  with  FAR  21.197. 

C.  Alternate  means  of  compliance  or  other 
actions  which  provide  an  equivalent  level  of 
safety  may  be  used  when  approved  by  the 
Chief,  Seattle  Area  Aircraft  Certification 
Office,  FAA  Northwest  Mountain  Region. 

The  manufacturer's  specifications  and 
procedures  Identified  and  described  in  this 
directive  are  incorporated  herein  and  made  a 
part  hereof  pursuant  to  5  U.S.C.  552(a)(1).  All 
persons  affected  by  this  directive  who  have 
not  already  received  these  documents  from 
the  manufacturer  may  obtain  copies  upon 
request  to  the  addresses  listed  above.  These 
documents  may  also  be  examined  at  FAA 
Northwest  Mountain  Region,  9010  East 
Marginal  Way  South,  Seattle,  Washington 
98108. 

This  amendment  becomes  effective 
December  7, 1981  and  was  effective 
earlier  to  those  recipients  of  Telegraphic 
AD  T81-13-51  dated  June  19, 1981. 

(Secs.  313(a),  801,  and  603,  Federal  Aviation 
Act  of  1956,  as  amended  (49  U.S.C.  1354(a), 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c));  14 
CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  is  an  emergency  regulation  that  is 


not  major  under  Executive  Order  12291.  It  has 
been  further  determined  that  this  document 
involves  an  emergency  regulation  under  DOT 
Regulatory  Policies  and  Procedures  (44  FR 
11034;  February  26, 1979).  If  this  action  is 
subsequently  determined  to  involve  a 
significant  regulation,  a  final  regulatory 
evaluation  or  analysis,  as  appropriate,  will  be 
prepared  and  placed  in  the  regulatory  docket 
(otherwise  an  evaluation  is  not  required).  A 
copy  of  it,  when  filed,  may  be  obtained  by 
contacting  the  person  identified  above  under 
the  caption  “FOR  FURTHER  INFORMATION 
CONTACT.” 

This  rule  is  a  final  order  of  the 
Administrator  under  the  Federal 
Aviation  Act  of  1958,  as  amended.  As 
such,  it  is  subject  to  review  only  by  the 
courts  of  appeals  of  the  United  States  or 
the  United  States  Court  of  Appeals  for 
the  District  of  Columbia. 

Issued  in  Seattle,  Washington,  on 
November  16, 1981. 

Robert  O.  Brown, 

Acting  Director,  Northweet  Mountain  Region. 

[FR  Doc.  61-33831  Filed  ll-ZS-Sl:  Bi45  am] 

BILLING  CODE  4eiO-13-M 


14  CFR  Part  71 

[Airspace  Docket  No.  81-ACE-13] 

Alteration  of  Control  Zone;  Liberal, 
Kans. 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Final  rule.  ^ 

SUMMARY:  The  nature  of  this  federal 
action  is  to  alter  the  control  zone  at 
Liberal,  Kansas.  The  intended  effect  of 
this  action  is  to  ensure  segregation  of 
aircraft  using  the  new  approach 
procedure  under  Instrument  Flight  Rules 
(IFR)  and  other  aircraft  operating  under 
Visual  Flight  Rules  (VFR). 

EFFECTIVE  DATE:  January  21, 1982. 

FOR  FURTHER  INFORMATION  CONTACT: 
Charles  M.  Bumstead,  Chief,  Airspace 
and  Procedures  Section,  Operations, 
Procedures  and  Airspace  Branch,  Air 
Traffic  Division,  ACE-532,  FAA,  Central 
Region,  601  East  12th  Street,  Kansas 
City,  Missouri  64106,  Telephone  (816) 
374-3408. 

SUPPLEMENTARY  INFORMATION:  To 

enhance  airport  usage,  a  new  VOR 
approach  to  Runway  3  is  being 
developed  for  the  Liberal,  Kansas, 
Municipal  Airport.  A  3.5  mile  extension 
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of  the  control  zone  to  the  southwest  is 
necessary  to  contain  the  new  procedure. 
Control  zones  are  designed  to  contain 
IFR  operations  in  controlled  airspace  to 
the  surface  around  airports  within  a 
speciHed  radius  and  along  the  final 
approach  course  of  the  lAP.  The 
intended  effect  of  this  action  is  to  ensure 
segregation  of  aircraft  using  the  new 
approach  procedure  under  Instrument 
Flight  Rules  (IFR)  and  other  aircraft 
operating  under  Visual  Flight  Rules 
(VFR). 

Discussion  of  Comments 

On  page  44764  of  the  Federal  Register 
dated  September  8, 1901,  the  Federal 
Aviation  Administration  published  a 
Notice  of  Proposed  Rulemaking  which 
would  amend  §  71.171  of  Part  71  of  the 
Federal  Aviation  Regulations  so  as  to 
alter  the  control  zone  at  Liberal,  Kansas. 
Interested  persons  were  invited  to 
participate  in  this  rulemaking 
proceeding  by  submitting  written 
comments  on  the  proposal  to  the  FAA. 
No  objections  were  received  as  a  result 
of  the  Notice  of  Proposed  Rulemaking. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
Subpart  F,  §  71,171  of  the  Federal 
Aviation  Regulations  (14  CFR  71.171)  as 
republished  on  January  2, 1981  (46  FR 
455),  by  altering  the  following  control 
zone: 

Liberal,  Kansas 

Within  a  5-miIe  radius  of  Liberal  Municipal 
Airport  (Latitude  37°02'35"  N.  Longitude 
100°57'45"  W):  within  2  miles  each  side  of  the 
Liberal  VORTAC  025*  radial,  extending  from 
the  5-mile  radius  zone  to  8  miles  northeast  of 
the  VORTAC;  and  within  2  miles  each  side  of 
the  Liberal  VORTAC  153°  radial,  extending' 
from  the  5-miie  radius  zone  to  8  miles 
southeast  of  the  VORTAC,  within  3  miles 
each  side  of  the  Liberal  VORTAC  206°  radial, 
extending  from  the  5-mile  radius  zone  to  8.5 
miles  southwest  of  the  VORTAC. 

(Sec.  307(a],  Federal  Aviation  Act  of  1958  as 
amended  (49  U.S.C.  1348);  Sec.  6(c), 
Department  of  Transportation  Act  (49  U.S.C. 
1655(c));  i  11.65  of  the  Federal  Aviation 
Regulations  (14  CFR  11.65)) 

The  FAA  has  determined  that  this 
proposed  regulation  only  involves  an 
established  body  of  technical 
regulations  for  which  frequent  and 
routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  Is  not  a  “major  rule” 
under  Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation 
as  the  anticipated  impact  is  so  minimal; 
(4)  is  appropriate  to  have  a  comment 


period  of  less  than  45  days;  and  (5)  at 
promulgation,  will  not  have  a  significant 
economic  impact  on  a  substantial 
number  of  small  entities  imder  the 
criteria  of  the  Regulatory  Flexibility  Ac^ 

Issued  in  Kansas  City.  Missouri,  or 
November  16. 1981. 

Murray  E.  Smith, 

Director.  Central  Region. 

tFR  Doc.  «-338Z8  FUed  11-25-81: 8:45 

BILLING  CODE  4810-1S-M 

14  CFR  Part  71 

[Airspace  Docket  No.  81-AAL-81 

Establishment  of  Biorka  Island,  AK, 
Transition  Area 

agency:  Federal  Aviaticm 
Administration  (FAA),  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  establishes 
a  transition  area  in  the  vicinity  of  Biorka 
Island,  AK.  This  action  provides 
controlled  airspace  required  fw  air 
traffic  control  services. 

EFFECmvE  date:  January  21, 1982. 

FOR  FURTHER  INFOIMATION  CONTACT: 
John  Watterson,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION; 

History 

On  October  26, 1981,  the  FAA 
proposed  to  amend  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  to  establish  a  transition  area  to 
provide  controlled  airspace  in  the 
vicinity  of  Biorka  Island,  AK. 
Surveillance  radar  will  be  commissioned 
at  Biorka  Island  shortly  and  additional 
controlled  airspace  is  required  to 
provide  efficient  radar  air  traffic  control 
services  (46  FR  52125).  Interested  parties 
were  invited  to  participate  in  this 
rulemaking  proceeding  by  submitting 
written  comments  on  the  proposal  to  the 
FAA.  No  objections  were  received.  ITiis 
amendment  is  the  same  as  that 
proposed  in  the  notice.  Section  71.181 
was  republished  on  January  2, 1981  (46 
FR  540). 

The  Rule 

This  amendment  to  Part  71  of  the 
Federal  Aviation  Regulations 
establishes  a  transition  area  that 
extends  upward  fi'om  1,200  feet  above 
the  surface  within  a  40  NM  radius  of  the 
Biorka  Island,  AK,  VOR  extending  from 
the  307°  radial  clockwise  to  the  148° 


radial;  and  that  airspace  extending 
upward  fi'om  4,500  feet  MSL  between 
the  40  NM  and  the  115  NM  radius  of  the 
Biorka  Island  VOR  clockwise  from  the 
307°  radial  to  the  148°  radiaL  exchuting 
that  airspace  less  than  1,200  feet  above 
the  surface,  and  the  airspace  within 
Canada. 

Adoption  of  the  AmendnMBt 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  §  71.181  of  Part  71  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  republished  (46  FR  540), 
is  amended,  effective  0901  GMT, 

January  21, 1982,  as  follows: 

Biorka  Island,  AK  [New] 

By  adding  Biorka  Island,  AK, 
Transition  Area  to  read  as  follows: 

Biorka  Island,  AK 

That  airspace  extending  upward  from  1,200 
feet  above  the  surface  within  a  40  NM  radios 
of  the  Bioika  Island  VOR  (laL  56*514t’N.,  long. 
135°33.0’W.)  extending  htm  the  307°  radial 
clockwise  to  the  148*  radial:  and  that 
airspace  extending  upward  from  4,500  feet 
MSL  between  a  40  NM  radius  and  115  NM 
radius  of  Biorka  Island  VOR  extending  from 
the  307°  radial  clockwise  to  the  148*  radial, 
excluding  that  airspace  less  than  1,200  feet 
above  the  surface,  and  that  airspace  within 
Canada. 

(Secs.  307(a],  313(a).  and  1110,  Federal 
Aviation  Act  of  1958  (49  U.S.C  1348(a). 
1354(a),  and  1510);  Executive  Order  10654  (24 
FR  9565);  Sec.  6(c),  Departmmit  of 
Transportation  Act  (49  U.S.C  1665(c));  and  14 
CFR  11.69) 

The  FAA  has  determined  that  this 
regulation  only  involves  an  established 
body  of  technical  regulations  for  which 
fiequent  and  routine  amendments  are 
necessary  to  keep  them  operationally 
current  It  therefore — (1)  Is  not  a  “major 
rule”  under  Executive  Order  12291;  (2)  is 
not  a  “significant  rule”  under  DOT 
Regulatory  Policies  and  Procedures  (44 
FR  11034;  February  26, 1979);  and  (3) 
does  not  warrant  preparation  of  a 
regulatory  evaluation  as  the  anticipated 
impact  is  so  minimal.  Since  this  is  a 
routine  matter  that  will  only  afiect  air 
traffic  procedures  and  air  navigation,  it 
is  certified  that  this  rule  will  not  have  a 
significant  economic  impact  on  a 
substantial  number  of  small  entities 
under  the  criteria  of  the  Regulatory 
Flexibility  Act. 

Issued  in  Washington,  D.C.,  on  November 
17, 1981. 

B.  Keith  Potts, 

Chief,  Airspace  and  Air  Traffic  Rules 
Division, 

|FR  Doc.  81-83828  Fllad  11-88-81;  8:45  ain| 
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14  CFR  Part  71 

[Airspace  Docket  No.  81-AGL-36] 

Alteration  of  VOR  Federal  Airway; 

Ohio 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Final  rule. 

summary:  This  amendment  revokes  a 
segment  of  VOR  Federal  Airway  V-279 
between  Gunne,  OH,  Intersection  and 
the  Columbus,  OH,  nondirectional  radio 
beacon  (RBN).  The  Columbus  RBN  will 
be  decommissioned  and  the  segment  of 
V-279  is  no  longer  required  for  the 
purpose  of  air  traffic  control. 

EFFECTIVE  DATE:  January  21, 1982. 

FOR  FURTHER  INFORMATION  CONTACT: 
Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230], 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION: 

History 

On  October  1, 1981,  the  FAA  proposed 
to  amend  Part  71  of  the  Federal  Aviation 
Regulations  (14  CFR  Pcul  71)  to  revoke  a 
segment  of  VOR  Federal  Aimay  V-279 
between  Gunne,  OH,  Intersection  and 
the  Columbus,  OH,  nondirectional  radio 
beacon  (RBN)  (46  FR  48226).  The 
Columbus  RBN  will  be  decommissioned 
and  that  segment  is  no  longer  required 
for  air  traffic  control.  Interested  parties 
were  invited  to  participate  in  this 
rulemaking  proceeding  by  submitting 
vtrritten  comments  on  the  proposal  to  the 
FAA.  No  comments  were  received 
objecting  to  the  proposal.  Except  for 
editorial  changes,  this  amendment  is  the 
same  as  that  proposed  in  the  notice. 
Section  71.123  was  republished  on 
January  2, 1981  (46  FR  409). 

The  Rule 

This  amendment  to  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  revokes  VOR  Federal  Airway 
V-279  between  Gunne,  OH,  Intersection 
and  the  Coliunbus,  OH,  nondirectional 
radio  beacon.  This  action  reduces  chart 
clutter  and  returns  airspace  for  public 
use. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  §  71.123  of  Part  71  of, 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  republished  (46  FR  409), 


is  amended,  effective  0901  GMT, 

January  21, 1982,  as  follows: 

V-279  (Amended] 

By  deleting  the  words  "From  the  Columbus, 
OH,  RBN,  INT  Findlay,  OH,  146°  and 
Rosewood,  OH,  045°  radials;"’  and 
substituting  for  them  the  words  "From  INT 
Findlay,  OH,  146°  and  Rosewood,  OH,  083° 
radials;  to  Findlay;” 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
of  1958  (49  U.S.C.  1348(a)  and  1354(a));  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  is  not  a  "major  rule"  under 
Executive  Order  12291;  (2)  is  not  a 
“signiBcant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  and  (3)  does  not  warrant 
preparadon  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
significant  economic  impact  on  a  substantial 
number  of  smali  entities  under  the  criteria  of 
the  Regulatory  Flexibility  Act 

Issued  in  Washington,  D.C.,  on  November 
20. 1981. 

John  W.  Baler, 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

[FR  Doc.  B1-341S7  Filed  11-25-81;  8:45  am] 
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14  CFR  Part  71 

[Airspace  Docket  No.  81-ANW-7] 

Designation  of  Federal  Airways,  Area 
Low  Routes,  Controlied  Airspace,  and 
Reporting  Points,  Alteration  of  VOR 
Federal  Airways;  Yakima,  Washington 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Final  rule. 

SUMMARY*.  This  amendment  alters  the 
description  of  VOR  Federal  Airways  V- 
497  and  V-298  and  revokes  two 
alternate  airways.  This  amendment 
supports  our  agreement  vyith  the 
International  Civil  Aviation 
Organization  (ICAO)  to  eliminate 
alternate  airways  from  the  National 
Airspace  System. 

EFFECTIVE  DATE:  January  21, 1982. 

FOR  FURTHER  INFORMATION  CONTACT. 
Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 


Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 

SUPPLEMENTARY  INFORMATION: 

History 

On  September  14, 1981,  the  FAA 
proposed  to  amend  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  to  alter  the  description  of  VOR 
Federal  Airways  V-497  and  V-298  and 
revoke  two  alternate  airways  (46  FR 
45620).  This  action  will  reduce  delays  in 
the  Yakima,  WA,  area  by  providing 
additional  air  traffic  control  flexibility 
for  maneuvering  traffic  in  the  Yakima 
area.  Interested  parties  were  invited  to 
participate  in  this  rulemaking 
proceeding  by  submitting  written 
comments  on  the  proposal  to  the  FAA. 

No  comments  objecting  to  the  proposal 
were  received.  Except  for  editorial 
changes,  this  amendment  is  the  same  as 
that  proposed  in  the  notice.  Section 
71.123  was  republished  on  January  2, 

1981  (46  FR  409). 

The  Rule 

This  amendment  to  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  alters  the  description  of  VOR 
Federal  Airways  V-497  and  V-298  and 
revokes  V-25E  and  V-448S  in  the 
Yakima,  WA,  area.  This  action  also 
reduces  clutter  and  supports  our 
objective  to  eliminate  alternate  airways 
from  the  National  Airspace  System. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  §  71.123  of  Part  71  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  republished  (46  FR  409) 
is  amended,  effective  0901  GMT, 

January  21. 1982,  as  follows: 

1.  V-497 [Amended] 

By  deleting  the  words  “The  Dalles,  OR.” 
and  substituting  for  them  the  words  “The 
Dalles,  OR;  INT  The  Dalles  053°  and  Moses 
Lake,  WA,  206°  radials;  to  Ephrata,  WA.” 

2.  V-298 [Amended] 

By  deleting  the  words  “INT  Yakima  129° 
and  Pasco,  WA.  276°  radials;  Pasco;”  and 
substituting  for  them  the  words  “INT  Yakima 
129°  and  Pasco,  WA.  274°  radials;  Pasco;” 

3.  V-25  [Amended] 

By  deleting  the  words  “Yakima,  WA, 
including  an  east  alternate  via  INT  The 
Dalles  051°  and  Yakima  183°  radials;”  and 
substituting  for  them  the  words  “Yakima, 
WA:” 

4.  V-448  [Revised] 

By  revising  the  description  of  V-448  to  read 
as  follows:  “V-448  From  Portland,  OR; 
Yakima,  WA,  including  a  S  alternate  via  INT 
Portland  075°  and  Yakima  227°  radials;  Moses 
Lake,  WA;  Spokane,  WA.” 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
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of  1958  (49  U.S.C.  134a(a)  and  1354(a)):  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  ciurent.  It, 
therefore — (1)  is  not  a  “major  rule”  under 
Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DiOT  Regulatory 
Policies  and  Procedures  (44  FR 11034; 
February  26, 1979);  and  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
significant  economic  impact  on  a  substantial 
number  of  small  entities  imder  the  criteria  of 
the  Regulatory  Flexibility  Act 
Issued  in  Washington,  D.C..  on  November 
18, 1981. 

B.  Keith  Potts, 

Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

|PR  Doc.  81-33978  Filed  11-25-81;  6;45  am] 
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14  CFR  Part  71 

[Airspace  Docket  No.  81-ASW-35] 

Designation  of  Federal  Airways,  Area 
Low  Routes,  Controlled  Airspace,  and 
Reporting  Points;  Extension  of  VOR 
Federal  Airway;  Brownsville,  Texas 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Final  rule. 

summary:  This  amendment  extends 
VOR  Federal  Airway  V-70  from 
Brownsville,  TX,  to  Monterrey,  Mexico. 
The  Government  of  Mexico  requested 
the  airway  extension  to  provide  a  direct 
route  to/from  the  Brownsville  terminal 
area. 

EFFECTIVE  DATE:  January  21, 1982. 
for  further  information  contact: 

Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION: 

History 

On  September  24, 1981,  the  FAA 
proposed  to  amend  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  to  extend  VOR  Federal  Airway 
from  Brownsville,  TX,  direct  to 
Monterrey,  Mexico  (46  FR  47083).  The 
Government  of  Mexico  requested  the 
airway  extension  in  order  to  establish 
direct  routing  to  Brownsville  and  for 


transition  to  routes  to  other  airports 
located  on  both  sides  of  the  U.S./Mexico 
boundary.  This  action  aids  flight 
planning.  Interested  parties  were  invited 
to  participate  in  this  rulemaking 
proceeding  by  submitting  written 
comments  on  the  proposal  to  the  FAA. 

No  comments  objecting  to  the  proposal 
were  received.  Except  for  editorial 
changes,  this  amendtment  is  the  same  as 
that  proposed  in  the  notice.  Section 
71.123  was  republished  on  January  2, 

1981  (46  FR  409). 

The  Rule 

This  amendment  to  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  extends  V-70  from  Brownsville, 
TX,  direct  to  Monterrey,  Mexico.  This 
action  improves  air  traffic  control 
flexibility  for  flight  operations  in  the 
terminal  area,  and  aids  flight  planning. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  §  71.128  of  Part  71  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  xepublished  (46  FR  409), 
is  amended,  effective  0901  GMT, 

January  21, 1982,  as  follows: 

V~70  [Amended] 

By  deleting  the  words  “From  Brownsville, 
TX,”  and  substituting  for  them  the  words 
“From  Monterrey,  Mexico;  Brownsville,  TX;” 
and  by  adding  the  words  at  the  end  of  the 
description  "The  airspace  within  Mexico  is 
excluded.” 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
of  1958  (49  U.S.C.  1348(a)  and  1354(a));  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  is  not  a  “major  rule”  under 
Executive  Order  12291;  (2)  is  not  a 
“signiHcant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 

February  26, 1979);  and  (3)  does  not  warrant  . 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
signiHcant  economic  impact  on  a  substantial 
number  of  small  entities  under  the  criteria  of 
the  Regulatory  Flexibility  Act. 

Issued  in  Washington,  D.C.,  on  November 
19, 1981. 

John  W.  Baier, 

Acting  Chief  Airspace  and  Air  Traffic  Rules 
Division. 

|FR  Doc.  81-33974  Piled  11-25-81;  8:45  am] 
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14  CFR  Part  71 

[Airspace  Docket  No.  tl-ARM-ia] 

Designation  of  Federal  Airways,  Area 
Low  Routes,  Controlled  Airspace,  and 
Reporting  Points;  Extension  of  VOR 
Federal  Airways  and  Designation  of 
VOR  Federal  Airways 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Final  rule. 

SUMMARY:  This  amendment  extends 
VOR  Federal  Airway  V-324  from  Crazy 
Woman,  WY,  to  Worland,  WY,  and 
designates  new  VOR  Federal  Airway  V- 
401  from  Worland,  WY,  to  Casper,  WY. 
These  actions  provide  controlled 
airspace  between  these  locations  and 
promote  efficient  use  of  the  airspace  for 
air  traffic  control  purposes. 

EFFECnVE  date:  January  21, 1982. 

FOR  FURTHER  INFORMATION  CONTACT: 
Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION: 

History 

On  July  9, 1981,  the  FAA  proposed  to 
amend  Part  71  of  the  Federal  Aviation 
Regulations  (14  CFR  Part  71)  to  extend 
VOR  Federal  Airway  V-324  from  Crazy 
Woman,  WY,  to  Worland,  WY; 
designate  new  VOR  Federal  Airway  V- 
401  from  Worland  to  Casper,  WY;  and 
designate  new  VOR  Federal  Airway  V- 
406  between  Cody,  WY,  and  Sheridan, 
WY  (46  FR  35527).  This  amendment 
designates  airways  between  existing 
navigational  aids,  thereby  increasing 
aviation  safety  and  improving  flight 
planning.  Interested  parties  were  invited 
to  participate  in  this  rulemaking 
proceeding  by  submitting  written 
comments  on  the  proposal  to  the  FAA. 
No  comments  were  received  objecting  to 
the  proposal.  This  amendment  is  not  the 
same  as  that  proposed  in  the  notice 
because  V-406  firam  Cody,  WY,  to 
Sheridan,  WY,  did  not  flight  check 
satisfactorily  and  is  omitted  finm  this 
action.  Section  71.123  was  republished 
on  January  2, 1981  (46  FR  409). 

The  Rule 

This  amendment  to  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  extends  V-324  from  Crazy 
Woman,  WY,  to  Worland,  WY,  and 
designates  new  V-401  from  Worland, 
WY,  to  Casper,  WY.  The  amendment 
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designates  and  alters  airway 
descriptions  to  save  fuel,  aid  flight 
planning,  and  increase  safety. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  S  71.123  of  Part  71  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  republished  (46  FR  409), 
is  amended,  effective  0901  GMT, 

January  21, 1982,  as  follows: 

1.  V~324  [Revised] 

By  revising  the  description  to  read  "V-324 
From  Gillette,  WY;  Crazy  Woman,  WY;  to 
Worland,  WY." 

2.  V-401  [New] 

V-401  From  Worland,  WY;  to  Caster,  WY. 
(Secs.  307(a],  and  313(a),  Federal  Aviation 
Act  of  1958  (49  U.S.C.  1348(a),  and  1354(a)); 
Sec.  6(c),  Department  of  Transportation  Act 
(49  U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  is  not  a  "majOT  rule"  under 
Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
Febniary  26, 1979);  and  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
significant  economic  impact  on  a  substantial 
number  of  small  entities  under  the  criteria  of 
the  Regulatory  Flexibility  Act 
Issued  in  Washington,  D.C.,  on  November 
19, 1981. 

John  W.  Baler, 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

|FR  Doc.  81-33B76  Filed  11-2S-81;  8;4S  am] 

BILUNO  C006  4S10-1S-M 

14  CFR  Part  71 

[Airspace  Docket  No.  •1-AEA-41 

Designation  of  Federal  Airways,  Area 
Low  Routes,  Controlled  Airspace,  and 
Reporting  Points;  Redesignation  of 
Northeast  Area  Airway  Structure 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Final  rule. 

summary:  This  amendment  designates 
three  new  VOR  Federal  Airways  and 
alters  two  VOR  Federal  Airways  in  the 
New  Yoric  area.  The  airway  changes 
will  permit  additional  flexibility  for 
maneuvering  traffic  in  the  Northeast 
Corridor,  increase  air  safety  and  reduce 
delays,  thereby  saving  fuel. 

EFFECnvt  date:  January  21, 1982. 


FOR  FURTHER  INFORMATION  CONTACT:  . 

Lewis  W.  Still  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW,  Washington,  D.C.  20591; 
telephone:  (202)  429-8783.  ' 
SUPPLEMENTARY  INFORMATION: 

History 

On  August  6, 1981,  the  FAA  proposed 
to  amend  Part  71  of  the  Federal  Aviation 
Regulations  (14  CFR  Part  71)  to 
designate  three  new  airways  and  alter 
two  airways  as  the  result  of  a 
comprehensive  Northeast  Area 
Procedural  Study  (46  FR  40033).  The 
study  was  conducted  to  determine  if  a 
more  efficient  airway  system  could  be 
developed  in  the  New  York  area. 
Interested  parties  were  invited  to 
participate  in  this  rulemaking 
proceeding  by  submitting  written 
comments  on  the  proposal  to  the  FAA. 
No  conunents  objecting  to  the  proposal 
were  received.  Except  for  additional 
changes,  this  amendment  is  the  same  as 
that  proposed  in  the  notice.  Section 
71.123  was  republished  on  January  2, 
1981  (46  FR  409). 

The  Rule 

This  amendment  to  Part  71  of  the  . 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  designates  new  VOR  Federal 
Airways  V-403,  V-405,  and  V-408  and 
realigns  V-123  and  V-213  in  the  New 
York  area.  This  action  improves  traffic 
flow  and  saves  fuel  by  reducing  delays. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  §  71.123  of  Part  71  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  71)  as  republished  (46  FR  409) 
and  amended  (45  FR  71773, 46  FR  29255) 
is  further  amended,  effective  0901  GMT, 
January  21, 1982,  as  follows: 

1.  V-123  [Amended] 

By  deleting  the  words  “INT  Woodstown 
043°”  and  substituting  for  them  the  words 
"INT  Woodstown  042°" 

2.  V-213  [Amended] 

By  deleting  the  words  "INT  Woodstown 
043°”  and  substituting  for  them  the  words 
"INT  Woodstown  042°” 

3.  V-403  [New] 

By  adding  new  Airway  V-403  to  read  as 
follows:  V-403  From  Solberg,  N|;  Pottstown, 
PA:  to  INT  Pottstown  222°  and  Baltimore, 
MD,  034*  radials. 

4.  V-405  [New] 

By  adding  new  Airway  V-405  to  read  as 
follows:  V-405  From  Broadway,  NJ; 
Pottstown,  PA;  to  INT  Pottstown  222°  and 
Baltimore,  MD,  034°  radials. 


5.  V-408  [New] 

By  adding  new  Airway  V-408  to  read  as 
follows:  V-408  From  Modena,  PA,  INT 
Modena  257°  and  Harrisburg,  PA,  204° 
radials,  Harrisburg;  INT  Harrisburg  204°  and 
Martinsburg,  WV,  130°  radials. 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
of  1958  (49  U.S.C.  1348(a)  and  1354(a));  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — ^The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  is  not  a  “major  rule”  under 
Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 

February  26, 1979);  and  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
significant  economic  impact  on  a  substantial 
number  of  small  entities  under  the  criteria  of 
the  Regulatory  Flexibility  Act. 

Issued  in  Washington,  D.C.,  on  November 
19, 1981. 

John  W.  Baier, 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

[FR  Doc.  81-3397$  Filed  ll-ZS-Sl;  8:45  am) 

BILUNG  CODE  4S10-13-M 

14  CFR  Part  75 

[Airspace  Docket  No.  81-ASW-36]  ^ 

Establishment  of  Jet  Routes  and  Area 
High  Routes;  Alteration  of  Jet  Routes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

action:  Final  rule. 

summary:  This  amendment  realigns  Jet 
Route  No.  J-15  between  Roswell,  NM, 
and  Albuquerque,  NM,  and  realigns  Jet 
Route  No.  J-74  between  St.  Johns,  AZ, 
and  Texico,  NM,  These  realignments 
provide  a  stronger  navigation  signal  by 
incorporating  Corona,  NM,  which  is 
located  approximately  midpoint 
between  those  routes.  This  action  would 
increase  air  safety  in  the  area. 

EFFECTIVE  DATE:  January  21, 1982. 

FOR  FURTHER  INFORMATION  CONTACT: 

Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
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SUPPUEMENTARY  INFORMATION: 

History 

On  September  10, 1981,  the  FAA 
proposed  to  amend  Part  75  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  75)  to  realign  Jet  Route  No.  1-15 
between  Roswell,  NM,  and 
Albuquerque,  NM,  and  to  realign  Jet 
Route  No.  1-74  between  St.  Johns,  AZ, 
and  Texico,  NM,  (46  FR  45154).  This 
action  aids  pilots  to  remain  on  the 
centerline  of  J-74,  thereby  increasing 
aviation  safety  in  that  area.  Also,  the 
realignment  of  J-15  improves  the 
arrival/departure  flow  in  the 
Albuquerque  terminal  area.  Interested 
parties  were  invited  to  participate  in  this 
rulemaking  proceeding  by  submitting 
written  comments  on  the  proposal  to  the 
FAA.  No  comments  objecting  to  the 
proposal  were  received.  Except  for 
editorial  changes,  this  amendment  is  the 
same  as  that  proposed  in  the  notice. 
Section  75.100  was  republished  on 
January  2, 1981  (46  FR  834). 

The  Rule 

This  amendment  to  Part  75  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  75)  realigns  J-15  between  Roswell, 
NM,  via  Corona,  NM,  and  Albuquerque, 
and  realigns  J-74  between  St.  Johns.  AZ, 
and  Texico,  NM,  via  Corona,  NM.  This 
action  improves  aviation  safety  and  aids 
trafbc  flow  in  the  Albuquerque  terminal 
area. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me.  §  75.100  of  Part  75  of 
the  Federal  Aviation  Regulations  (14 
CFR  Part  75)  as  republished  (46  FR  834), 
and  amended  (46  FR  39997),  is  further 
amended,  effective  0901  GMT,  January 
21, 1982,  as  follows: 

1.  Jet  Route  No.  15  [Amended] 

By  deleting  the  words  "Roswell,  NM;  INT 
of  the  Roswell  319°  and  the  Albuquerque, 

NM,  126°  radials;  Albuquerque;  Farmington, 
NM;”  and  substituting  for  them  the  words 
"Roswell,  NM;  Corona,  NM;  Albuquerque. 
NM;  Farmington,  NM;” 

2.  Jet  Route  No.  74  [Amended] 

By  deleting  the  words  "Scorro,  NM;  Texico, 
NM;”  and  substituting  for  them  the  words  "St. 
Johns,  AZ;  Corona,  NM;  Texico,  NM;” 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
of  1958  (49  U.S.C.  1348(a)  and  1354(a));  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.69) 

Note. — The  FAA  has  determined  that  this 
regulation  only  involves  an  established  body 
of  technical  regulations  for  which  frequent 
and  routine  amendments  are  necessary  to 
keep  them  operationally  current.  It, 
therefore — (1)  is  not  a  "major  rule”  under 
Executive  Order  12291;  (2)  is  not  a 
"signiHcant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  and  (3)  does  not  warrant 


preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  vnll  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule  will  not  have  a 
signiHcant  economic  impact  on  a  substantial 
number  of  small  entities  under  the  criteria  of 
the  Regulatory  Flexibility  Act.  ( 

Issued  in  Washington,  D.C.,  on  November 
19, 1981. 

John  W.  Baier, 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

(FR  Doc.  81-33977  Filed  ll-ZS^Sl;  8:45  aiB| 

BH.UNG  CODE  4910-13-M 


DEPARTMENT  OF  HEALTH  AND 
HUMAN  SERVICES 

Food  and  Drug  Administration 

21  CFR  Part  310 

[Docket  No.  78P-0409/CP1 

Labeling  Requirements  for  Patient 
Labeling  for  Progestational  Drug 
Products;  Correction 

agency:  Food  and  Drug  Administration. 
action:  Final  rule;  correction. 

summary:  The  Food  and  Drug 
Administration  is  correcting  ffie 
effective  date  of  the  final  rule  on 
labeling  requirements  for  patient 
labeling  for  progestational  drug  products 
published  in  the  Federal  Register  of 
October  30. 1981  (46  FR  53656). 

EFFECTIVE  DATE:  November  30, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Robert  J.  Rice,  Regulations  Policy  Staff 
(HFC-10),  Food  and  Drug 
Administration,.  5600  Fishers  Lane, 
Rockville,  MD  20857,  301-443-3480. 

SUPPLEMENTARY  INFORMATION:  The 

following  corrections  are  made  in  FR 
Doc.  81-31248  appearing  on  page  53656 
in  the  issue  of  October  30, 1^1: 

1.  On  page  53656  in  the  first  column, 
"EFFECTIVE  DATE:  December  29, 1981” 
is  corrected  to  read  "EFFECTIVE  DATE: 
November  30, 1981”. 

2.  On  page  53657  in  the  second 
column,  “EFFECTIVE  DATE:  December 
29, 1981”  is  corrected  to  read 
“EFFECTIVE  DATE:  November  30, 
1981”. 

Dated:  November  19, 1981. 

William  F.  Randolph, 

Acting  Associate  Commissioner  for 
Regulatory  Affairs. 

(FR  Doc.  81-33980  Filed  11-86-81: 8:45  am] 

WLLINO  CODE  4160-01-M 


ENVIRONMENTAL  PROTECTION 
AGENCY 

40  CFR  Parts  52, 62  and  81 
[A-5-FRL  1966-5] 

Approval  and  Promulgation  of  State 
Implementation  Plans,  Plans  for 
Designated  Facilities  and  PoUutants 
and  Redesignations:  Illinois,  Indiana, 
Michigan,  Minnesota,  Ohio,  and 
Wisconsin 

agency:  Environmental  Protection 
Agency  (EPA). 
action:  Final  rule. 

summary:  On  July  22, 1981  (46  FR 
37722),  July  27. 1981  (46  FR  38385),  and 
on  August  16, 1981  (46  FR  41813)  EPA 
proposed  approval  of  and  solicited 
public  comment  on  several  State 
Implementation  Plan  (SIP)  revisions,  an 
air  quality  attainment  status 
redesignation,  and  State  plans  required 
under  section  111(d)  of  the  Clean  Air 
Act.  These  actions  were  taken  at  the 
request  of  the  States  of  Illinois,  Indiana. 
Michigan,  Minnesota,  Ohio,  and 
Wisconsin  and  after  reviewing 
supporting  technical  and  air  quality 
monitoring  data.  Several  public 
comments  were  received  supporting 
EPA’s  proposed  approval. 

The  purpose  of  today’s  notice  is  to 
annoimce  final  EPA  approval  of  these 
revisions  and  redesignation.  Further 
information  is  provided  below. 

EFFECTIVE  DATE:  This  final  rulemaking 
becomes  effective  on  December  28, 1981. 
FOR  FURTHER  INFORMATION  CONTACT. 
Sharon  Kraft  at  (312)  886-6034. 
SUPPLEMENTARY  INFORMATION:  . 

Illinois  (40  CFR  Part  52) 

Revision:  Plan  for  Controlling  Sulfuric 
Acid  Mist  Emissions  and  Negative 
Declaration  Certifying  That  There  Are 
No  Primary  Aluminum  Plants  or  Kraft 
Pulp  Mills  Located  in  the  State  of 
Illinois 

On  July  27, 1981  ( 46  FR  38385),  EPA 
proposed  to  approve  the  Illinois  plan  for 
controlling  sulfuric  acid  mist  emissions 
from  existing  production  facilities 
submitted  on  August  10, 1978,  and 
Illinois  negative  declarations  of  July  23, 
1979  certifying  that  there  are  no  primary 
aluminum  plants  or  Kraft  pulp  mills 
located  in  the  State  of  Illinois.  Further 
information  about  these  approvals  is 
contained  in  the  Federal  Raster  July 
27, 1981.  No  public  comments  were 
received  on  the  proposed  rulemaking. 
Therefore,  EPA  approves  this  addition 
to  the  Illinois  State  Implementation  I4an. 


57^4  Federal  Register  /  Vol.  46.  No.  228  /  Friday.  November  27,  1981  /  Rules  and  Regulations 


In  the  July  27, 1981.  rulemaking  (46  FR 
38385)  where  EPA  proposed  to  approve 
the  plan  for  controlling  sulfuric  acid  mist 
emissions,  Illinois  Rules  204(f)(2)  and 
204(g)(2)  were  incorrectly  listed  as  Rules 
203(0(2)  and  203(g)(2).  Similarly,  the 
date  of  submission  of  Chapter  2  of  the 
Illinois  Air  Pollution  Control  Regulations 
was  incorrectly  listed  as  November  6, 
1980.  These  relations  were  submitted 
to  EPA  on  April  4, 1979.  EPA  is  taking 
action  today  approving  Rules  204(0(2) 
and  204(g)(2)  which  specify  Sulfuric 
Acid  Mist  standards  and  limitations, 
and  Measurement  Methods  as  the  above 
errors  were  not  substantive. 

Revision:  Bunge  Corporation  Variance 

On  December  10, 1980,  the  State 
submitted  a  SIP  revision  to  EPA  in  the 
form  of  an  Order  of  the  Pollution  Control 
Board.  This  Order  grants  Bunge 
Corporation  until  October  15, 1981,  to 
complete  installation  of  Total 
Suspended  Particulate  (TSP)  control 
equipment.  Based  on  EPA  review,  the 
proposed  variance  will  not  interfere 
with  maintaining  the  National  TSP 
Ambient  Air  Quality  Standard. 

Therefore,  EPA  proposed  approval  of 
this  variance  on  August  18, 1981.  In  the 
notice  of  proposed  nilemaking,  the  date 
of  the  State  submission  was  incorrectly 
given  as  September  10, 1980.  Since  this 
change  is  not  substantive  and  since  no 
public  comments  were  received,  EPA  is 
approving  the  revision. 

Illinois  (40  CFR  Part  52) 

Revision:  TSP  and  Carbon  Monoxide 
Limitations 

On  July  17, 1680,  the  State  submitted 
an  Opinion  and  Order  of  the  Illinois 
Pollution  Control  Board  which  exempted 
certain  small  explosive  waste 
incinerators  from  the  requirements  of 
Rule  203(e)  Particulate  Mission 
Standards  and  Limitations  for 
Incinerators  and  Rule  206(b)  Carbon 
Monoxide  Standards  and  Limitations  for 
Incinerators.  EPA  analysis  of  the 
revision  showed  that  there  will  be  a 
negligible  effect  on  air  quality  and 
proposed  to  approve  the  amended 
regulations  as  a  revision  to  the  Illinois 
SIP  on  August  18, 1981  (46  FR  41815).  No 
comments  were  received;  therefore,  EPA 
is  approving  the  revision. 

Indiana  (40  CFR  Part  52) 

Revision:  Plan  for  Controlling  Fluoride 
Emissions  from  Existing  Primary 
Aluminum  Plants 

On  January  21, 1981,  the  State  of 
Indiana  submitted  Rule  325  lAC  11-5 
which  limits  fluoride  emissions  from 
existing  primary  aluminum  plants.  EPA 
reviewed  the  rule  and  determined  that  it 


meets  the  requirements  section  111(d) 
of  the  Clean  Air  Act.  On  August  18, 

1981,  EPA  published  a  notice  of 
proposed  rulemaking  on  this  rule.  Two 
comments  were  received  supporting 
EPA’s  action.  At  this  time,  ^A  is 
approving  the  rule  as  adopted  by  the 
State. 

Indiana  (40  CFR  Part  52) 

Revision:  Regulation  325 1 AC  1.1-2 
(formerly  APC-14) 

On  March  14, 1980,  the  State  of 
Indiana  submitted  amendments  to 
Regulation  APC-14  (subsequently 
recodified  as  325  LAC  1.1-2)  whi^ 
contains  primary  and  secondary 
ambient  air  quality  replacement 
standards  for  ozone  and  lead.  Because 
the  State’s  revised  standards  are 
identical  to  the  national  standards,  EPA 
proposed  approval  on  August  18, 1981 
(46  FR  41815).  One  comment  was 
received  supporting  EPA’s  action.  This 
notice  approves  Regulation  325  lAC  1.1- 
2  as  proposed. 

Indiana  (40  CFR  Part  52) 

Revision:  Monitoring  Requirement  for 
Noblesville  Power  Generating  Station 

On  August  18, 1981  (46  FR  41815),  EPA 
published  a  notice  which  proposed  to 
approve  the  State’s  request  to  waive  its 
sulfur  dioxide  air  monitoring 
requirement  of  Section  4(a),  Regulation 
325  LAC  7-1  in  the  area  aroimd  Public 
Service  Indiana  Noblesville  Station.  The 
State  supports  the  waiver  with 
monitoring  and  modeling  data  which 
demonstrates  that  the  sulfur  dioxide 
ambient  air  quality  standards  are  not 
threatened  by  emissions  from  this  plant. 

During  the  comment  period,  one 
comment  was  received  supporting  EPA’s 
action.  Since  no  new  issues  were  raised 
in  the  comment  period,  EPA  is 
approving  the  waiver  as  a  revision  to 
the  Indiana  SIP. 

Michigan  (40  CFR  Phrt  52) 

Revision:  Consultation,  Section  121 

On  February  3, 1972,  the  State 
submitted  Section  336.26  of  ths  Michigan 
Air  Pollution  Control  Act  (40  CFR 
52.1170)  and  on  April  25, 1979,  the  State 
submitted  other  material  pertaining  to 
section  121  of  the  Clean  Air  Act,  EPA 
reviewed  all  of  the  material  submitted 
and  found  it  meets  with  the  ^ 
requirements  of  the  section  121 
consultation  process;  therefore,  EPA 
proposed  approval  on  August  18, 1981 
(45  FR  41815).  In  the  notice  of  proposed 
rulemaking  ^A  inadvertently  listed 
August  25, 1979  as  the  date  of  the  State 
submission.  Since  no  comments  were 
received  during  the  comment  period. 


EPA  approves  the  consultation  process 
as  adopted  by  the  State. 

Minnesota  (40  CFR  Part  52) 

Revision:  Stipulation  Agreement  with 
Erie  Mining  Company 

On  February  20, 1981,  the  Minnesota 
Pollution  Control  Agency  (MPCA) 
submitted  a  SIP  revision  for  TSP 
emission  control  for  the  Erie  Mining 
Company.  The  Erie  Mining  Company  is 
located  in  an  attaimnent  area.  The 
revision  is  in  the  fcwm  of  a  Stipulation 
Agreement  between  the  MPCA  and  the 
Erie  Mining  Company  and  would  allow 
the  Company  until  December  31, 1983  to 
come  into  compliance  with  the 
requirements  of  Minnesota’s  Rules  APC 
5(C)(3)  and  5(c)(l)(bb).  To  come  into 
compliance  with  the  applicable  rules, 
the  Company  will  implement  a  control 
strategy  which  will  provide  for  90 
percent  control,  5  percent  more  than  is 
required  by  the  State,  by  December  31, 
1983. 

EPA  reviewed  the  Agreement  and 
concluded  that  the  TSP  NAAQS  will  not 
be  violated  during  the  period  of  the 
Agreement.  Additionally,  by  December 
31, 1983,  the  control  equipment  will 
achieve  90  percent  efficiency,  5  percent 
more  than  is  required  by  the  State. 
Therefore,  on  August  18, 1981  (46  FR 
41815)  EPA  proposed  to  approve  the 
Stipulation  Agreement  for  Erie  Mining 
Company  as  a  revision  to  the  Minnesota 
SIP.  No  comments  were  received  during 
the  public  comment  period.  Thus,  EPA 
approves  this  action  as  proposed. 

Ohio  (40  CFR  Part  52) 

Revision:  Standard  Oil  Company  of 
Ohio  (SOHIO)  Variances  for  Toledo 
Refinery  Wastewater  Separator  and 
Vacuum  Producing  Unit;  Lima 
Refinery — Wastewater  Separator 

On  April  10, 1981,  the  State  submitted 
revisions  to  its  ozone  SIP  for  the  SOHIO 
refineries  at  Toledo  and  Lima.  The 
revisions  are  in  the  form  of  variances 
from  Rules  374^21-09(M)(2)  and  3745- 
21-09(M)(1).  If  approved,  the  various 
would  allow  SOHIO  additional  time  to 
install  the  required  control  equipment 
for  ozone.  The  proposed  compliance 
dates  are: 

(1)  July  1, 1982,  wastewater  separator 
(Toledo): 

(2)  December  31, 1984,  vacuum  unit 
(Toledo):  and 

(3)  December  1, 1981,  wastewater 
separator  (Lima). 

Based  on  its  review,  EPA  believes  the 
counties  in  which  these  refineries  are 
located  will  attain  the  ozone  ambient  air 
quality  standard  by  the  statutory  date, 
reasonable  further  progress  will 
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continue,  and  RACT  will  be 
implemented  as  expeditiously  as 
practicable.  Therefore,  EPA  proposed 
approval  of  these  revisions  on  August 
18, 1981  (46  FR  41816).  No  comments 
were  received.  EPA  takes  final  action  to 
approve  these  variances. 

Ohio  (40  CFR  Part  81) 

Revision:  Harrison  Township 
Redesignation 

On  August  18, 1981  (46  FR  41816)  EPA 
proposed  to  redesignate  Harrison 
Township  in  Pickaway  County  to 
attainment  for  sulfur  dioxide  (S02).  This 
proposal  is  based  on  the  compliance  of 
Pickaway  Power  Plant,  the  only  major 
source  of  S02  in  the  Township,  with 
Federal  S02  limitations  and  the  fact  that 
the  powerplant  has  also  achieved  the 
required  boiler  shutdown,  as  required  by 
the  SIP.  No  comments  on  this  proposal 
were  received.  EPA  approves  the 
redesignation. 

Wisconsin  (40  CFR  Part  52) 

Revision:  Approval  of  Rule  154.09 
Emissions  Prohibited 

On  July  12, 1979,  the  State  of 
Wisconsin  submitted  amendments  to 
Rule  NR  154.09.  The  amendments  delete 
the  exemption  for  equipment  breakdown 
(NR  154.09)(l)(b),  require  that  any  use 
under  NR  154.09(l)(b)  be  carried  out  in 
accordance  with  a  plan  and  schedule 
approved  by  the  Department  of  Natural 
Resources,  and  delete  the  15-day 
limitation  of  NR  154.09{l)(c).  EPA 
reviewed  the  amendments  and 
determined  that  attainment  and 
maintenance  of  the  ambient  air  quality 
standards  is  not  jeopardized.' Therefore, 
approval  was  proposed  on  August  16, 
1981  (46  FR  41817).  Since  no  comments 
were  received,  EPA  approves  the 
amendments  as  adopted  by  the  State. 

Wisconsin  (40  CFR  Part  52) 

Revision:  General  Motors  Variance 

On  January  15, 1981,  the  State 
submitted  a  revision  to  its  ozone  SIP  for 
General  Motors  Assembly  Division 
(GM)  in  Janesville.  The  revision  is  in  the 
form  of  a  variance  from  NR  154.13(4)(g) 
4.a.  Wisconsin  Administrative  Code. 

During  the  variance  period,  GM  will 
implement  an  emissions  reduction 
strategy  in  other  coating  operations 
which  will  more  than  offset  the  VOC 
emissions  resulting  from  the  variance  by 
12.5  pounds  VOC  per  hour.  The 
conditions  of  the  strategy  are  set  forth 
below. 

EPA  determined  that  the  variance  and 
emission  reduction  strategy  will  not 
interfere  with  attaining  and  maintaining 
the  ambient  air  quality  ozone  standard 


and,  therefore,  proposed  approval  on 
July  22, 1981  (46  FR  37722),  EPA  received 
no  comment  on  its  action;  therefore,  the 
revision  is  approved.  It  incorporates  the 
following  conditions  specified  by  the 
State: 

1)  This  variance,  as  well  as  the 
requirements  herein,  shall  be  in  effect 
from  January  1, 1981  (or  the  approval 
date  of  this  variance,  whichever  is  later) 
through  December  31, 1982. 

2)  This  variance  cannot  delay  General 
Motors  from  attaining  compliance  with 
Section  NR  154.13(4)(g)4.b. 

3)  General  Motors  shall  maintain 
priming  of  truck  fiant  end  sheet  metal 
with  a  coating  having  a  VOC  content 
not  to  exceed  4.94  pounds  per  gallon, 
excluding  water. 

4)  After  January  1, 1981,  the  autombile 
body  electrodeposition  prime  coating 
VOC  content  shall  not  exceed  1.2 
pounds  per  gallon,  excluding  water. 

5)  Between  January  1, 1981,  and 
December  31, 1982  light  duty  truck 
topcoat  (i.e.,  cab  dulux,  cab  two-tone, 
box  dulux  and  sheet  metal  spray)  VOC 
content  shall  not  exceed  4.3  pounds  per 
gallon,  excluding  water. 

Under  Executive  Order  12291  EPA 
must  judge  whether  a  regulation  is  a 
major  rule  and  therefore  subject  to  the* 
requirement  of  a  regulatory  impact 
analysis.  The  attached  rules  are  not 
major  because  they  impose  no  new 
regulatory  requirements  and  merely 
propose  to  approve  State  plans  or  ratify 
state  law.  TUs  package  was  submitted 
to  the  Ofiice  of  Management  and  Budget 
for  review  as  required  by  Executive 
Order  12291.  This  rulemaking  was 
submitted  to  the  Office  of  Management 
and  Budget  for  review  as  requir^  by 
this  Order. 

Pursuant  to  the  provisions  of  5  U.S.& 
605(b),  I  hereby  certify  that  the  attached 
rules  will  not  have  a  significant 
economic  impact  on  a  substantial 
number  of  small  entities.  This  action 
only  approves  state  actions  and  does 
not  impose  new  requirements. 

Under  section  307(b)(1)  of  the  Clean 
Air  Act,  judicial  review  of  this  final 
action  is  available  only  by  the  filing  of  a 
petition  for  review  in  the  United  States 
Court  of  Appeals  for  the  appropriate 
circuit  within  60  days  of  today.  Under 
section  307(bK2)  of  the  Clean  Air  Act, 
the  requirements  which  are  subject  to 
today's  notice  may  not  be  challenged 
later  in  civil  or  criminal  proceedings 
brought  by  EPA  to  enforce  these 
requirements. 

(Secs.  107(d),  lia  111(d).  121,  and  301(a)  of 
the  Clean  Air  Act,  as  amended) 

Note. — Incorporation  by  reference  of  the 
State  Implementation  Plans  for  the  States  of 
Illinois,  Indiana.  Michigan,  Minnesota,  Ohio 


and  Wisconsin  was  approved  by  the  Director 
of  the  Federal  Register  on  July  1, 1981. 

Dated:  November  19, 1981. 

Anne  M.  Gotsocfa, 

Administrator. 

Parts  52,  62,  and  81  of  Chapter  I,  Title 
40,  Code  of  Federal  Regulations  are 
amended  as  follows; 

PART  52— APPROVAL  AND 
PROMULGATION  OF  STATE 
IMPLEMENTATION  PLANS 

1.  Section  52.720  is  amended  by 
removing  the  words  “sulfuric  acid  mist 
emissions:”  from  the  fourth  sentence  in 
paragraph  (c)(16)  and  by  adding 
paragraphs  (c)  (36)  and  (37)  to  read  as 
follows: 

Subpart  O— Illinois 

§  52.720  IdenWIcatton  of  plan. 
***** 

(c)  ‘  * 

(36)  On  December  10, 1980,  the  State 
submitted  a  July  24. 1980,  Opinion  and 
Order  of  the  Illinois  Pollution  Control 
Board  and  a  September  18, 1980,  Order 
of  the  Board  granting  Bunge 
Corporation’s  Cairo,  Illinois  soybean 
processing  plant  and  grain  elevator 
variance  from  Illinois  Pollution  Control 
Board’s  particulate  emission  standards 
under  Rules  203(g)(l)(D]  and  103(b)(l]  of 
Chapter  2  of  the  Air  Pollution  Control 
Regulations  through  October  15, 1981. 

(37)  On  July  17. 1980,  the  State 
submitted  an  April  3. 1980,  Opinion  and 
Order  of  the  Illinois  Pollution  Control 
Board  adopting  a  December  13, 1979, 
Proposed  Opinion  and  Order  of  the 
Board  which  exempted  certain  small 
explosive  waste  incinerators  from  the 
requirements  of  Rule  203(e)  Particulate 
Emission  Standards  and  Limitations  for 
incinerators  and  Rule  206(b)  Carbon 
Monoxide  Emissions  Standards  and 
Limitations  for  incinerators. 

2.  Section  52.770  is  amended  by 
adding  paragraphs  (c)  (27)  and  (28)  to 
read  as  follows: 

Subpart  P— Indiana 

§  52.770  Identification  of  plan. 
***** 

(c)  *  *  * 

(27)  On  October  6, 1980,  Indiana 
submitted  Regulation  325  LAC  1.1-2 
(formerly  APC  14]  which  includes  the 
primary  and  secondary  ambient  air 
quality  standards  for  ozone  and  lead. 

(28)  On  February  26, 1981,  Indiana 
submitted  a  revision  to  its  plan  waiving 
the  State's  sulfur  dioxide  air  monitoring  , 
requirement  of  section  4(a]  of  Regulation 
325  LAC  7-1  for  the  area  around  Public 
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Service  of  Indiana’s  Noblesville 
Generating  Station.  > 

*  «  *  ♦  * 

3.  Section  52.1170  is  amended  by 
adding  paragraph  (c)(41)  to  read  as 
follows: 

Subpart  X— Michigan 

§52.1170  Identification  of  plan. 
***** 

(c)  *  *  * 

(41)  On  April  25, 1979,  the  State 
submitted  materials  which  satisfy  the 
intergovernmental  consultati^  process. 

4.  Section  52. 1220  is  amended  by 
adding  paragraph  (c)(18]  to  read  as 
follows; 

Subpart  Y— Minnesota 

§  52.1220  Identification  of  pian. 
***** 

(c)  *  *  * 

(18)  Stipulation  Agreement  between 
the  State  Pollution  Control  Agency  and 
Erie  Mining  Company  submitted  by  the 
State  on  February  20, 1981. 

5.  Section  52. 1870  is  amended  by 
adding  paragraphs  (c)(33)  and  (34)  to 
read  as  follows: 

Subpart  KK— Ohio 

§  52.1870  Identification  of  pian. 
***** 

(c)  *  *  * 

(33)  Revision  to  plan  allowing 
Standard  Oil  Company  of  Ohio  Toledo 
refinery  variances  from  State 
Regulations  3745-21-09(M)  (1)  and  (2) 
submitted  April  10, 1981  by  the  State. 

(34)  Revision  to  plan  allowing 
Standard  Oil  Company  of  Ohio  Lima 
refinery  variance  from  State  Regulation 
3745-21-09(M)(2)  submitted  April  10, 

1981  by  the  State. 

6.  Section  52.2570  is  amended  by 
adding  paragraphs  (c)  (22)  and  (23)  to 
read  as  follows: 

Subpart  YY»Wisconsin 

§  52.2570  Identification  of  pian. 
***** 

(c)  *  *  * 

(22)  On  July  12, 1979,  the  State 
submitted  revisions  to  Regulation  NR 
154.09,  Wisconsin  Administrative  Code. 

(23)  Revision  to  plan  allowing  General 
Motors  Assembly  Division  Janesville 
plant  variance  from  Regulation  NR 
154.13(4)(g)  4.a.,  Wisconsin 
Administrative  Code  submitted  January 
15, 1981  by  the  State  Department  of 
Natural  Resources. 


PART  62— APPROVAL  AND 
PROMULGATION  OF  STATE  PLANS 
FOR  DESIGNATED  FACILITIES  AND 
POLLUTANTS 

1.  Part  62  is  amended  by  adding 
Subpart  O  (§§  62.3300  and  62.3325)  to 
read  as  follows: 

*  *  *  .  *  * 

Subpart  O— Illinois 

Sulfuric  Acid  Mist  Emissions  From  Existing 
Sulfuric  Acid  Production  Plants 

Sec. 

62.3330  Identification  of  plan. 

Total  Reduced  Sulfur  Emissions  From  Kraft 
Pulp  Mills 

62.3325  Identification  of  plan-negative 
declaration. 

***** 

Subpart  O — Illinois 

Sulfuric  Acid  Mist  Emissions  From 
Existing  Sulfuric  Add  Production  Plants 

§  62.3300  Identification  of  Plan. 

(a)  Title  of  Plan:  “Illinois  Plan  for  the 
Control  of  Sulfuric  Acid  Mist  from 
Existing  Contract  Process  Sulfuric  Acid 
Plants." 

(b)  The  plan  was  officially  submitted 
on  August  10, 1978. 

(c)  Identifrcation  of  sources:  The  plan 
includes  the  following  sulfuric  acid 
production  plants: 

(1)  Beker  Industries  in  LaSalle  County 

(2)  U.S.I.  Chemical  Company  in 
Douglas  County 

(3)  Mobil  Chemical  Company  in 
Bureau  County 

(4)  Swift  Chemical  Company  in  Cook 
County 

(5)  American  Cyanamid  Company  in 
Will  County 

(6)  Amax  Zinc  Company  in  St.  Clair 
County 

(7)  Monsanto  Company  in  St.  Clair 
County 

(8)  Smith  Douglas — Division  of  Border 
Chemical  in  Livingston  Coimty 

Total  Reduced  Sulfur  Emissions  From 
Kraft  Pulp  Mills. 

§  62.3325  Identification  of  Plan — Negative 
Declaration. 

The  Illinois  Environmental  Protection 
Agency  submitted  on  July  23, 1979,  a 
letter  certifying  that  there  are  no 
existing  kraft  pulp  mills  in  the  State 
subject  to  Part  60,  Subpart  B  of  this 
Chapter. 

2.  Section  62.3625  is  added  to  read  as 
follows: 


Floride  Emissions  From  Existing  Primary 
Aluminum  Plants 

§  62.3625  identification  of  plan. 

(a)  Title  of  plan:  “Fluoride  Emission 
Limitations  for  Existing  Primary 
Aluminum  Plants.” 

(b)  The  plan  was  officially  submitted 
on  January  7, 1981  by  the  Technical 
Secretary  of  the  Indiana  Air  Pollution 
Control  Board. 

PART  81— DESIGNATION  OF  AREAS 
FOR  AIR  QUALITY  PLANNING 
PURPOSES 

§  81.336  [Amended] 

Section  81.336  is  amended  by 
removing  Pickaway  Coimty  from  the 
table  designated  “Ohio — Sulfur 
Dioxide". 

|FR  Doc.  81-34137  Filed  11-25-81;  8:45  am] 
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40  CFR  Part  62 
[A-5-FRL  1971-6] 

Indiana;  Fluoride  Emissions  Control, 
Alternate  Test  Methods 

AGENCY:  Environmental  Protection 

Agency  (EPA). 

action:  Final  rulemaking. 

summary:  On  January  21, 1981,  in 
response  to  section  111(d)  of  the  Clean 
Air  Act,  Indiana  submitted  its  plan  for 
controlling  fluoride  emissions  from 
existing  primary  aluminum  plants,  325 
lAC  11-5.  EPA  is  approving  this  plan 
elsewhere  in  today’s  Federal  Register. 
On  July  17, 1981,  Indiana  submitted  as  a 
part  of  its  plan  revised  fluoride 
compliance  test  methods.  Alcoa 
Methods  4075A,  4076A,  913A,  914E,  and 
914F.  EPA  has  previously  recognized 
these  methods  as  an  alternate  test 
method  to  Method  13,  40  CFR  Part  60, 
Appendix  A.  EPA,  therefore,  is 
approving  these  alternate  test  methods 
as  a  part  of  Indiana’s  fluoride  plan.  This 
action  will  be  effective  60  days  from 
today  unless  notice  is  received  within  30 
days  that  someone  wished  to  submit 
adverse  or  critical  comments. 
date:  This  final  rulemaking  is  effective 
as  of  January  26, 1982. 
addresses:  A  copy  of  Indiana’s 
submittal  is  available  for  public  review 
at: 

The  Office  of  the  Federal  Register,  1100 
L  Street  NW.,  Room  8401, 

Washington,  D.C. 

Public  Information  Reference  Unit,  U.S. 
Environmental  Protection  Agency,  401 
M  Street  SW.,  Washington,  D.C.  20460 
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Air  Programs  Branch,  U.S.  ’ 

Environmental  Protection  Agency,  230 

South  Dearborn  Street,  Chicago, 

Illinois  60604 

Indiana  Air  Pollution  Control  Division, 

Indiana  State  Board  of  Health,  1330 

West  Michigan  Street,  Indianapolis, 

Indiana  46206. 

FOR  FURTHER  INFORMATION  CONTACT: 

Sharon  Kraft,  Regulatory  Analysis 
Section,  Air  Programs  Branch,  U.S. 
Environmental  Protection  Agency,  230 
South  Dearborn  Street,  Chicago,  Illinois 
60604,  (312)  886-6034. 

SUPPLEMENTARY  INFORMATION:  On 
January  21, 1981,  Indiana  submitted  its 
section  lll(d]  plan  for  controlling 
fluoride  emissions  &om  existing  primary 
aluminum  plants,  325  lAC  11-5.  ^A 
proposed  to  approve  this  plan  on  August 
18, 1981  (46  FR  41814)  and  has  approved 
it  elsewhere  in  today’s  Federal  Register. 
On  July  17, 1981,  Indiana  submitted 
revised  fluoride  compliance  test 
methods.  Alcoa  Methods  4075A.  4076A. 
013A.  914E.  and  914F.  EPA  had 
previously  accepted  these  methods  as 
an  alternate  test  method  to  Method  13. 

40  CFR  Part  60,  Appendix  A  in  a 
December  18, 1978  letter  from  George 
Walsh,  Chief  of  the  Emission 
Measurement  Branch,  Emission 
Standards  and  Engineering  Division  to 
Alcoa.  Because  EPA  has  determined 
that  these  methods  are  equivalent  to 
Method  13,  EPA  is  approving  these 
alternate  test  methods  as  a  part  of 
Indiana's  fluoride  plan. 

Because  EPA  considers  today's  action 
as  noncontroversial  and  routine,  it  is 
approving  it  today  without  prior 
proposal.  The  public  is  advised  that  this 
action  will  be  elective  60  days  from  the 
date  of  this  Federal  Register  notice. 
However,  if  notice  is  received  by  EPA 
within  30  days  that  someone  wishes  to 
submit  adverse  or  critical  comments, 
this  action  will  be  withdrawn  and  a 
subsequent  notice  will  be  published 
before  the  effective  date.  'The  n  dee  will 
withdraw  the  final  action  and  begin  a 
new  rulemaking  by  announcing  a 
proposal  of  the  action  and  a  comment 
period. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b)  I  hereby  certify  that  the  attached 
rule  will  not  have  a  significant  economic 
impact  on  a  substantial  number  of  small 
entities.  This  action  only  approves  a 
state  action.  It  will  impose  no  new 
requirements. 

Under  Executive  Order  12291,  EPA 
must  judge  whether  a  regulation  is 
“Major”  and  therefore  subject  to  the 
requirement  of  a  Regulatory  Impact 
Analysis.  This  regulation  is  not  Major 
because  it  only  approves  a  State  action 


and  does  not  impose  any  additional 
requirements  in  and  of  itself. 

This  regulation  was  submitted  to  the 
Office  of  Management  and  Budget 
(0MB)  for  review  as  required  by 
Executive  Order  12291. 

Under  section  307(b)(1)  of  the  Clean 
Air  Act,  judicitd  review  of  this  action  is 
available  only  by  the  filing  of  a  petition 
for  review  in  the  United  States  Court  of 
Appeals  for  the  appropriate  circuit 
within  60  days  of  today.  Under  section 
307(b)(2)  of  &e  Clean  Air  Act,  the 
requirements  which  are  the  subject  of 
today’s  notice  may  not  be  challenged 
later  in  civil  or  criminal  proceedings 
brought  by  EPA  to  enforce  these 
requirements. 

Note. — Incorporation  by  reference  of  the 
State  Implementation  Plan  for  the  State  of 
Indiana  was  approved  by  the  Director  of  the 
Federal  Register  on  July  1, 1981. 

(Sec.  Ill  of  the  Clean  Air  Act,  as  amended 
(42  U.S.C.  7411)) 

Dated:  November  19, 1981. 

Anne  M.  Gorsuch, 

Administrator. 

PART  62— APPROVAL  AND 
PROMULGATION  OF  STATE  PLANS 
FOR  DESIGNATED  FACILITIES  AND 
POLLUTANTS 

Title  40  of  the  Code  of  Federal 
Regulations,  Chapter  L  Part  62  is 
amended  as  follows: 

Subpart  P— Indiana 

1.  Section  62.3625  is  amended  by 
adding  paragraph  (c)  to  read  as  follows: 

§  62.3625  Identification  of  plan. 

*  *  •  «  * 

(c)  The  State  on  July  17, 1981, 
submitted  Alcoa  methods  4075A,  4076A. 
913A,  914E  and  914F  as  alternate  test 
methods. 

*  •  •  *  • 

[FR  DoC/ 81-34139  Filed  11-25-81;  8:45  am] 

BILUNQ  CODE  8660-S8-M 


FEDERAL  EMERGENCY 
MANAGEMENT  AGENCY 

44  CFR  Part  65 

[Docket  No.  FEMA-6206] 

Communities  With  No  Special  Hazard 
Areas  for  the  National  Flood  Insurance 
Program 

agency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency,  after  consultation 
with  local  officials  of  the  communities 


listed  below,  has  determined,  based 
upon  analysis  of  existing  conditions  in 
the  communities,  that  these  communities 
would  not  be  inundated  by  100-year 
flood.  Therefore,  the  Agency  is 
converting  the  communities  listed  below 
to  the  Regular  Program  of  the  National 
Flood  Insurance  Program  of  (NFIP) 
without  determining  base  flood 
elevations. 

EFFECTIVE  DATE:  Date  listed  in  fourth 
column  of  list  of  Communities  with  no 
Special  Flood  Hazards. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Robert  G.  Chappell,  Chief, 
Engineering  Divisiom  (202)  287-0230, 
Federal  Emergency  Management 
Agency,  Washington,  D.C.  20472. 
SUPPLEMENTARY  INFORMATION:  In  these 
communities,  there  is  no  reason  not  to 
make  full  limits  of  coverage  available. 
The  entire  community  is  now  classiHed 
as  Zone  C.  In  a  Zone  C,  insurance 
coverage  is  available  on  a  volunteuy 
basis  at  low  actuarial  nonsubsidized 
rates.  For  example,  under  the  Emergency 
Program  in  which  your  community  has 
been  participating  the  rate  for  a  one- 
story  1-4  family  dwelling  is  $.40  per  $100 
of  coverage.  Under  the  Regular  Ingram, 
to  which  your  community  has  been 
converted,  the  equivalent  rate  is  $.10  per 
$100  coverage.  Contents  insurance  is 
also  available  under  the  Regular 
Program  at  low  actuarial  rates.  For 
example,  when  all  contents  are  located 
on  the  first  floor  of  a  residential 
structure,  the  premium  rate  is  $.15  per 
$100  of  coverage. 

In  addition  to  the  less  expensive  rates, 
the  maximum  coverage  available  under 
the  Regrilar  Program  is  significantly 
greater  than  that  available  under  the 
Emergency  Program.  For  example,  a 
single  fandly  residential  dwelling  now 
can  be  insured  up  to  a  maximum  of 
$185,000  coverage  for  the  structure  and 
$60,000  coverage  for  contents. 

Flood  insurance  policies  for  property 
located  in  the  communities  listed  can  be 
obtained  frtim  any  licensed  property 
insurance  agent  or  broker  serving  the 
eligible  community,  or  from  the  National 
Flood  Insurance  Program. 

The  effective  date  of  conversion  to  the 
Regular  Program  would  not  appear  in 
the  Code  of  Federal  Regulations  except 
for  the  page  number  of  this  entry  in  the 
Federal  Register. 

Pursuant  to  the  provision  of  5  U.S.C 
605(b),  the  Associate  Director,  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  certifies 
that  this  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 
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This  rule  provides  routine  legal  notice 
regarding  the  completed  stage  of 
engineering  tasks  in  delineating  the 
special  floor  hazard  areas  of  the 
specified  community  and  imposes  no 
new  requirements  or  regulations  on 
participating  communities. 

The  entry  reads  as  follows: 

§  65.8  List  of  Communities  with  No  Special 
Flood  Hazard  Areas. 


Stale 

County 

Community 

Date  of 
conversion  to 
regular 
program 

Town  of 
McKenney. 
Town  of 
Pearisburg. 

Nov.  20. 

1981. 

Nov.  20. 

1981. 

. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28, 1969  (33  FR 
17804,  November  28, 1968),  as  amended:  42 
U.S.C.  4001-4128:  Executive  Order  12127, 44 
FR  19367;  and  delegation  of  authority  to  the 
Associate  Director) 

Issued:  November  12. 1981. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Programs 
and  Support. 

[FR  Doc.  81-34152  Filed  11-23-81: 8:45  am) 

BIU.ING  CODE  6718-03-M 


44  CFR  Part  70 

[Docket  No.  FEMA-5909] 

Letter  of  Map  Amendment  for  the  City 
of  Scottsdale,  Arizona,  Under  National 
Flood  Insurance  Program 

agency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency  (FEMA)  published 
a  list  of  communities  for  which  maps 
identifying  Special  Flood  Hazard  Areas 
have  been  published.  This  list  included 
the  City  of  Scottsdale,  Arizona.  It  has 
been  determined  by  the  Associate 
Director,  State  and  Local  Programs  and 
Support,  after  acquiring  additional  flood 
information  and  after  further  technical 
review  of  the  Flood  Insurance  Rate  Map 
for  the  City  of  Scottsdale,  Arizona,  that 
certain  property  is  not  wiihin  the 
Special  Flood  Hazard  Area. 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  federally-related 
financial  assistance  for  construction  or 
acquisition  purposes. 

EFFECTIVE  DATE:  November  27, 1981. 


FOR  FURTHER  INFORMATION  CONTACT. 

Mr.  Robert  G.  Chappell,  P.E.,  Chief, 
Engineering  Branch,  OfHce  of  State  and 
Local  Programs  and  Support,  Federal 
Emergency  Management  Agency, 
Washington,  D.C.  20472  (202)  287-0270. 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally-related  financial 
assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
from  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment,  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year.  The  premium  refund  may  be 
obtained  through  the  insurance  agent  or 
broker  who  sold  the  policy,  or  from  the 
National  Flood  Insurance  Program 
(NFIP)  at:  P.O.  Box  34294,  Bethesda, 
Maryland  20034,  Telephone:  (800)  638- 
6620'. 

The  map  amendments  listed  below 
are  in  accordance  with  §  70.7(b): 

Map  No.  H  &  1 045012A  Panel  20, 
published  on  October  6, 1980,  in  45  FR 
66116,  indicates  that  Lot  323,  Hallcraft 
Villas  Scottsdale  Two,  Scottsdale, 
Arizona,  as  recorded  in  Book  157,  Page 
42,  in  the  Office  of  the  Recorder, 
Maricopa  County,  Arizona  is  within  the 
Special  Flood  Hazard  Area. 

Map  No.  H  &  1 045012A  Panel  20  is 
hereby  corrected  to  reflect  that  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area 
identified  on  January  9, 1976.  This  lot  is 
in  Zone  B. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b),  the  Associate  Director,  State  and 
Local  Programs  and  Support  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  CCTtifies 
that  this  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requirements  or 
regulations  on  participating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968,  effective  January  28, 1969  (33  FR 
17804,  November  28, 1968),  as  amended;  42 
U.S.C.  4001-4128:  Executive  Order  12127, 44 
FR  19367;  delegation  of  authority  to  Associate 
Director,  State  and  Local  Programs  and 
Support) 


Issued:  November  10, 1981. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Programs 
and  Support. 

|FR  Doc.  81-84148  Filed  11-35-81;  amj 

BtUING  CODE  6718-03-M 


44  CFR  Part  70 

[Docket  No.  FEMA-5909) 

Letter  of  Map  Amendment  for  St 
Tammany  Parish,  Louisiana,  Under 
National  Flood  Insurance  Program 

agency:  Federal  Emergency 
Management  Agency. 

ACTION:  Final  rule. 

SUMMARY:  The  Federal  Emergency 
Management  Agency  (FEMA)  published 
a  list  of  communities  for  which  maps 
identifying  Special  Flood  Hazard.Areas 
have  been  published.  This  list  included 
St.  Tammany  Parish,  Louisiana.  It  has 
been  determined  by  the  Associate 
Director,  State  and  Local  Programs  and 
Support,  after  acquiring  additional  flood 
information  and  after  further  technical 
review  of  the  Flood  Insurance  Rate  Map 
for  St.  Tammany  Parish,  that  certain 
property  is  not  within  the  Special  Flood 
Hazard  Area, 

This  map  amendment,  by  establishing 
that  thq  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  federally-related 
financial  assistance  for  construction  or 
acquisition  purposes. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Robert  G.  Chappell,  P.E,  Chief, 
Engineering  Branch,  Office  of  State  and 
Local  Programs  and  Support,  Federal 
Emergency  Management  Agency, 
Washington,  D.C..20472  (202)  287-0270. 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally-related  financial 
assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
from  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment,  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is.  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year.  The  premium  refund  may  be 
obtained  through  the  insurance  agent  or 
broker  who  sold  the  policy,  or  from  the 
National  Flood  Insurance  Program 
(NFIP)  at:  P.O.  Box  34294,  Bethesda, 
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Maryland  20034,  Telephone:  (800)  638- 
6620. 

The  map  amendments  listed  below 
are  in  accordance  with  §  70.7(b): 

Map  No.  H  &  1 225205A  Panel  31, 
published  on  October  6, 1980,  in  45  FR 
66093,  indicates,  that  Lot  77,  Singing 
River  Estates,  Phase  Three,  St. 

Tammany  Parish,  Louisiana,  recorded  as 
Document  No.  377095  in  Conveyance 
Book  851,  Folio  419,  in  the  Office  of  the 
Clerk  of  Court,  St.  Tammany  Parish, 
Louisiana,  is  within  the  Special  Flood 

l-fa9nf*n  Af*oo 

Map  No.  H  &  1 225205A  Panel  31  is 
hereby  corrected  to  reflect  that  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area 
identified  on  September  17, 1976.  This 
structure  is  in  Zone  C. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b),  the  Associate  Director,  State  and 
Local  Programs  and  Support  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  certifies 
that  this  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requirements  or 
regulations  on  participating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing'snd  Urban  Development  Act 
of  1968),  effective  January  28, 1969  (33  FR 
17804,  November  28, 1968),  as  amended;  42 
U.S.C.  4001-4128;  Executive  Order  12127, 44 
FR  19367;  delegation  of  authority  to  Associate 
Director,  State  and  Local  Programs  and 
Support) 

Issued:  November  10, 1081. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Programs 
and  Support 

PK  Doc.  81-34140  Filed  11-25-61;  S;45  am) 

BILUNQ  CODE  SnS-OS-M 

44  CFR  PART  70 

[Docket  No.  FEMA-5909] 

Letter  of  Map  Amendment  for  the  City 
of  Tulsa,  Oklahoma,  Under  National 
Flood  Insurance  Program 

agency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency  (FEMA)  published 
a  list  of  communities  for  which  maps 
identifying  Special  Flood  Hazard  Areas 
have  been  published.  This  list  included 
the  City  of  Tulsa,  Oklahoma.  It  has  been 


determined  by  the  Associate  Director, 
State  and  Local  Programs  and  Support, 
after  acquiring  additional  flood 
information  and  after  further  technical 
review  of  the  Flood  Insurance  Rate  Map 
for  the  City  of  Tulsa,  that  certain 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

This  map  amendmenL  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  federally-related 
financial  assistance  for  construction  or 
acquisition  purposes. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Robert  G.  Chappell,  P.E.,  Chief, 
Engineering  Branch,  Office  of  State  and 
Local  Programs  and  Support,  Federal 
Emergency  Management  Agency, 
Washington,  D.C,  20472,  (202)  287-0270. 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally-related  financial 
assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
from  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year.  The  premium  refund  may  be 
obtained  through  the  insmance  agent  or 
broker  who  sold  the  policy,  or  fi'om  the 
National  Flood  Insurance  Program 
(NFIP)  at:  P.O.  Box  34294,  Bethesda, 
Maryland  20034,  Telephone:  (800)  638- 
6620. 

The  map  amendments  listed  below 
are  in  accordance  with  §  70.7(b): 

Map  No.  H  &  1 405381D  Panel  73, 
published  on  October  6, 1980,  in  45  FR 
66095,  indicates,  that  Lot  14,  Block  1, 
Dollie-Mac  Addition,  Tulsa,  Oklahoma, 
recorded  as  Document  No.  993737  in 
Book  4567,  Page  1455,  in  the  Office  of  the 
Clerk,  Tulsa  County,  Oklahoma,  is 
within  the  Special  Flood  Hazard  Area. 

Map  No.  H  &  1 405381D  Panel  73  is 
hereby  corrected  to  reflect  that  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area 
identified  on  August  14, 1979.  This  lot  is 
in  Zone  C. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b),  the  Associate  Director,  State  and 
Local  Programs  and  Support  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  certifies 
that  this  rule  if  promulgated  will  not 
have  significant  economic  impact  on  a 


substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requirements  or 
regulations  on  participating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  efiective  January  28, 1968  (33  FR 
17804,  November  28, 1968),  as  amended;  42 
U.S.C.  4001-4128;  Executive  Order  12127. 44 
FR  19367;  delegation  of  authority  to  Associate 
Director,  State  and  Local  Programs  and 
Support) 

Issued:  November  10, 1981. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Programs 
and  Support. 

|FR  Doc.  81-34146  Filed  11-25-81: 8:45  am] 

BILLING  CODE  67ie-0S-H 

44  CFR  Part  70 

[Docket  No.  FEMA-59091 

Letter  of  Map  Amendment  for 
Clackamas  County,  Oregon,  Under 
National  Hood  Insurance  Program 

agency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency  (FEMA)  published 
a  list  of  communities  for  whi^  maps 
identifying  Special  Flood  Hazard  Areas 
have  been  published.  This  list  included 
Clackamas  County,  Oregon.  It  has  been 
determined  by  the  Associate  Director, 
State  and  Local  Programs  and  Support, 
after  acquiring  additional  flood 
information  and  after  further  technical 
review  of  the  Flood  Insurance  Rate  Map 
for  Clackamas  County,  Oregon,  that 
certain  property  is  not  within  the 
Special  Flood  Hazard  Area. 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  federally-related 
financial  assistance  for  construction  or 
acquistion  purposes. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  further  information  contact: 
Mr.  Robert  G.  Chappell,  P.E.,  Chief, 
Engineering  Branch,  Office  of  State  and 
Local  Programs  and  Support,  Federal 
Emergency  Management  Agency, 
Washington,  D.C.  20472.  (202)  287-0270. 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally-related  financial 
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assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
bom  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment,  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year.  TTie  premium  refund  may  be 
obtained  through  the  insurance  agent  or 
broker  who  sold  the  policy,  or  bom  the 
National  Flood  Insurance  Program 
(NFIP)  at:  P.O.  Box  34294,  Bethesda, 
Maryland  20034,  Telephone:  (800)  638- 
6620. 

The  map  amendments  listed  below 
are  in  accordance  with  §  70.7(b): 

Map  No.  H  &  1 415588  Panel  35. 
published  on  October  6, 1980,  in  45  FR 
66124,  indicates  th^  1.23  acre  bact  of 
land  located  in  Section  19.  T3S,  RlE,  of 
the  W.M.,  Clackamas  County,  Oregtm, 
recorded  as  Certiflcate  No.  77-51989,  in 
the  Office  of  the  Recorder  of 
Conveyances  is  within  the  ^)ecial  Flood 
Hazard  Area. 

Map  No.  H  &  1 415588  Pamel  35  is 
hereby  corrected  to  reflect  that  the 
existing  structure  located  on  the  above 
mentioned  property  is  not  within  the 
Special  Flood  Hazard  Area  identifled  on 
March  1, 1978.  This  structure  is  in  Zone 
C. 

Pursuant  to  provisions  of  5  U.S.C 
605(b),  the  Associate  Director,  State  and 
Local  Programs  and  Support  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  certifies 
that  this  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requbements  or 
regulations  on  participating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Utle 
xni  of  Housing  and  Urban  Development  Act 
of  1968),  eflective  January  28, 1966  (33  FR 
17804,  November  28, 1968),  as  ammided;  42 
U.S.C.  4001-4128;  Executive  Order  12127, 44 
FR  19367;  delegation  of  authority  to  Associate 
Director,  State  and  Local  Programs  and 
Support.) 

Issued:  November  10, 1981. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Programs 
and  Support. 

|FR  Ooc.  81-34147  PUmi  11-35-tl;  8:45  am| 
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44  CFR  Part  70 

[Docket  Na  FEMA-5609] 

Letter  of  Map  Amemlment  for  the 
Township  of  Lower  Merton, 
Pennsylvania  Under  National  Flood 
insurance  Program 

aoency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency  published  a  list  of 
communities  for  which  maps  were 
published  identifying  Special  Flood 
Hazard  Areas.  T^  list  included  the 
Township  of  Lower  Merion, 
Pennsylvania.  It  has  been  determined  by 
the  Associate  Director,  State  and  Local 
Programs  and  Support,  after  acquiring 
additional  flood  information  and  after 
further  technical  review  of  the  Flood 
Insurance  Rate  Map  for  the  Township  of 
Lower  Merion,  Peimsylvania,  that 
certain  property  is  not  within  the 
Special  Flood  Hazard  Area. 

This  map  amendmenL  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  HazaM  Area,  removes 
the  requbement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  fe^rally  related 
financial  assistance  for  construction  ot 
acquisition  purposes. 

EFFECTIVE  DATE:  November  27. 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 
Robert  G.  Chapped,  P.Em  Qiief, 
Engineering  Branch,  Office  of  State  and 
Local  Programs  and  Support  Federal 
Emergency  Management  Agency, 
Washington,  D.C.  20472,  (202)  287-4KI7a 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally  related  flnancial 
assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
bom  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment,  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year.  TTie  premium  rdFond  may  be 
obtained  through  the  insurance  agent  or 
broker  who  sold  the  policy,  or  bom  the 
National  Flood  Insurance  Program 
(NFIP)  at:  P.O.  Box  34294,  Bethesda, 
Maryland  20034,  Phone:  (800)  638-6620 
toll  bee 

The  Map  amendments  listed  below 
are  in  accordance  with  §  7a7(b}: 

Map  No.  420701,  Panel  No.  OOOZB, 
published  on  October  6, 1980,  in  45  FR 
66045,  indicates  that  a  1.553-acre  parcel 


of  land,  known  as  1125  Indian  Creek 
Road,  Township  of  Lower  Merion, 
Montgomery  Cormty,  Pennsylvania,  as 
recorded  in  Book  3700,  Pages  361 
through  364,  in  the  Office  of  the 
Recorfer  of  Deeds  of  Montgomerj’ 
County,  Peimsylvania,  is  partially 
located  within  the  Special  Flood  Hazard 
Area. 

Map  No.  420701,  Panel  No.  0002B,  is' 
hereby  corrected  to  reflect  that  die 
above-mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area 
identified  on  February  1, 1978.  The 
property  is  in  Zone  C. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b),  the  Associate  Dbectra,  State  and 
Local  Programs  and  Support,  to  whom 
authority  has  been  delegated  by  the 
Director,  Federal  Emergency 
Management  Agency,  hereby  certifies 
that  this  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requbements  on 
regulations  on  pfirticipating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Tide 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28. 1966  (33  FR 
17804,  November  28, 1968),  as  amended;  42 
U.S.C.  4001-4128;  ExecuUve  Order  12127, 44 
FR  19367;  and  delegation  of  authority  to 
Associate  Directs,  State  and  Local  Programs 
and  Support) 

Issued:  November  10, 1981. 

Lee  M.  Thomas, 

Associate  Director,  State  and  Local  Prograam 
and  Support. 

(FR  Doc.  81-341S0  Filed  11-25-81;  8:46  ant 
BILUNO  CODE  671S-03-M 


44  CFR  Part  70 

[Docket  No.  FEMA-6076) 

Letter  of  Map  Amendment  for  the  City 
of  Union  City,  Tennessee  Under 
National  Rood  Insurance  Program 

agency:  Federal  Emergency 
Management  Agency. 
action:  Final  rule. 

summary:  The  Federal  Emergency 
Management  Agency  published  a  Kst  of 
communities  for  which  maps  identifying 
Special  Flood  Hazard  Areas  have  been 
published.  This  list  included  the  City  of 
Union  City,  Tennessee.  It  has  been 
determine  by  the  Associate  Director, 
State  and  Local  Programs  and  Support 
after  acquiring  additional  flood 
informaffon  and  after  further  technical 
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review  of  the  Flood  Insurance  Rate  Map 
for  the  City  of  Union  City,  Tennessee, 
that  certain  property  is  not  within  the 
Special  Flood  Hazard  Area. 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood 
insurance  for  that  property  as  a 
condition  of  Federal  or  federally  related 
flnancial  assistance  for  construction  or 
acquisition  purposes. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Robert  G.  Chappell,  P.E.,  Chief, 
Engineering  Branch,  Office  of  State  and 
Local  Programs  and  Support,  Federal 
Emergency  Management  Agency, 
Washington.  D.C.  20472,  (202]  287-0270. 
SUPPLEMENTARY  INFORMATION:  If  a 
property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  Federal  or  federally  related  financial 
assistance  for  construction  or 
acquisition  purposes,  and  the  lender 
now  agrees  to  waive  the  property  owner 
fiom  maintaining  flood  insurance 
coverage  on  the  basis  of  this  map 
amendment,  the  property  owner  may 
obtain  a  full  refund  of  the  premium  paid 
for  the  current  policy  year,  provided  that 
no  claim  is  pending  or  has  been  paid  on 
the  policy  in  question  during  the  same 
policy  year,  llie  premium  refund  may  be 
obtained  through  the  insurance  agent  or 
broker  who  sold  the  policy,  or  fi-om  the 
National  Flood  Insurance  Program 
(NFIP).  P.O.  Box  34294,  Bethesda, 
Maryland  20034,  Phone:  (800)  638-6620. 

The  map  amendments  listed  below 
are  in  accordance  with  §  70.7(b]: 

Map  Number  H  &  1 470142  Panel  OOlOB 
published  on  June  10, 1981,  in  46  FR 
30627  indicates  that  portions  of  the 
parcel  of  land  located  on  East  Main  St. 
in  the  City  of  Union  City,  Tennessee  and 
recorded  in  Deed  Book  20-C,  Pages  810 
through  812  of  the  Register's  Office  of 
Obion  County,  Tennessee  is  within  the 
Special  Flood  Hazard  Area. 

Map  Number  H  &  1 470142  Panel  OOlOB 
is  hereby  corrected  to  reflect  that  those 
portions  of  the  above-mentioned 
property  identified  on  May  5, 1981  which 
are  presently  at  or  above  322  feet 
National  Geodetic  Vertical  Datum 
(NGVD)  are  not  within  the  Special  Flood 
Hazard  Area.  Those  portions  of  the 
property  which  are  between  322  feet 
(NGVD)  and  323  feet  (NGVD)  are 
located  within  Zone  B  and  those 
portions  which  are  at  or  above  323  feet 
(NGVD)  are  in  Zone  C. 

Pursuant  to  the  provisions  of  5  U.S.C. 
605(b),  the  Associate  Director,  State  and 
Local  Programs  and  Support,  to  whom 
authority  has  been  delegated  by  the 
Director.  Federal  Emergency 


Management  Agency,  hereby  certifies 
that  t^  rule  if  promulgated  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities. 

This  rule  provides  routine  legal  notice  of 
technical  amendments  made  to 
designated  special  flood  hazard  areas 
on  the  basis  of  updated  information  and 
imposes  no  new  requirements  or 
regulations  on  participating 
communities. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28, 1969  (33  FR 
17804,  November  28, 1968),  as  amended;  42 
U.S.C.  4001-4128;  Executive  Order  12127, 44 
FR  19367;  delegation  of  authority  to  Associate 
Director,  State  and  Local  Programs  and 
Support). 

Issued:  November  10, 1981. 

Lee  M.  Thomas, 

Aasociate  Director,  Office  of  State  andLocat 
Programs  and  Support 

[FR  Doc.  81-34151  Filed  11-25-61;  845  an^ 
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DEPARTMENT  OF  TRANSPORTATION 

National  Highway  Traffic  Safety 
Administration 

49  CFR  Part  571 

[Docket  Na  81-08;  Notice  2] 

Federal  Motor  Vehicle  Safety 
Standards;  New  Pneumatic  Tires  for 
Passenger  Cars 

agency:  National  Highway  Traffic 
Safety  Administration  (NHTSA), 
Department  of  Transportation. 
action:  Final  rule. 


SUMMARY:  Pursuant  to  petitions  by  the 
Rubber  Manufacturers  Association 
(RMA),  the  European  Tyre  and  Rim 
Technical  Organisation  (ETRTO),  and 
Michelin  Tire  Corporation  (Michelin), 
this  notice  amends  Federal  Motor 
Vehicle  Safety  Standard  No.  109,  New 
Pneumatic  Tires— Passenger  Cars,  by 
adding  certain  tire  size  designations  to 
Table  I  of  Appendix  A  of  that  standard. 
This  notice  also  responds  to  a  petition 
by  the  B.F.  Goodrich  Company 
(Goodrich),  by  amending  Appendix  A  to 
permit  speed  ratings  to  appear  on  all  tire 
size  designations  except  temporary 
spare  tire  sizes.  Finally,  the  notice 
corrects  some  t3rpographical  errors 
which  appeared  in  previous 
amendments.  This  amendment  permits 
the  introduction  of  the  specified  tire 
sizes  into  interstate  commerce. 
EFFECTIVE  DATE:  December  28. 1981,  if 
no  objections  are  received  from 
commenters  before  that  date. 
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address:  Conunents  should  refer  to 
Docket  No.  81-08,  Notice  2.  and  be 
submitted  to:  Docket  Section,  Room 
5109, 400  Seventh  Street,  SW^ 
Washington,  D.C.  20590  (Docket  hours 
are  fi'om  8:00  a.m.  to  4K)0  p.m.,  Monday 
through  Friday). 

FOR  FURTHER  INFORMATION  CONTACT: 

John  A.  DiehL  Office  of  Automotive 
Ratings,  National  Highway  Traffic 
Safety  Administration.  400  Seventh 
Street,  SW.,  Washington,  D.C.  20590 
(202-426-0852). 

SUPPLEMENTARY  INFORMATION: 

According  to  agency  practice,  the 
National  Highway  Traffic  Safety 
Administration  responds  to  petitions  for 
adding  new  tire  sizes  to  Table  I  of 
Appendix  A  of  Standard  No.  109  by 
quarterly  issuing  final  rules  under  an 
abbreviated  rulemaking  procedure  for 
expediting  such  routine  amendments. 
Guidelines  for  this  procedure  were 
published  at  33  FR  14964,  October  5, 

1968,  and  were  amended  at  36  FR  8298, 
May  4. 1971;  36  FR  13601,  July  22. 1971; 
and  39  FR  28980,  August  13, 1974.  Those 
guidelines  provide  that  these  final  rules 
become  effective  December  28. 1981,  if 
no  comments  objecting  to  them  are 
received  by  NHTSA  during  this  30-day 
period.  If  objections  are  received, 
regular  rulemaking  procedures  for 
issuing  and  amending  motor  vehicle 
safety  standards  are  initiated. 

The  RMA  has  petitioned  to  request 
the  addition  of  six  new  tire  size 
designations  to  the  existing  tire  tables. 
ETRTO  requested  the  addition  of  one 
new  tire  size  designation  to  an  existing 
table.  Michelin  petitioned  for  the 
addition  of  a  415  millimeter  tire  size  to 
Table  I-QQ  in  the  summer  of  1980,  and 
this  size  was  published  as  part  of  a 
routine  amendment  in  45  FR  62083, 
September  18. 1980.  An  objection  to  this 
tire  size  was  timely  submitted  by  RMA, 
so  that  amendment  did  not  become 
efiective. 

The  RMA  objection  was  based  on  that 
group's  belief  t^t  it  would  be  possible 
to  mount  a  16-inch  tire  on  the  415 
millimeter  rims  designed  for  use  with 
the  millimetric  tire  size,  and  that  the 
bead  of  the  16-inch  tire  could  explode 
during  inflation.  In  response  to  this 
safety  concern,  Michelin  sent  both  RMA 
and  ^s  agency  a  September  15, 1961 
letter  explaining  that  it  would  not  be 
possible  to  mount  a  16-inch  tire  on  these 
rims,  because  the  maximum  well  depth 
established  for  these  rims  would 
preclude  the  smaller  16-inch  tire  from 
fitting  over  the  rim.  Subsequently,  on 
September  28, 1981,  Michelin  submitted 
photographs  to  NHTSA  demonstrating 
an  unsuccessful  attempt  to  mount  16- 
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inch  tires  on  these  rims.  As  a  result  of 
examining  these  data,  RMA  withdrew 
its  objection  to  this  tire  size  in  a 
September  30, 1981  letter  to  this  agency. 

Ordinarily,  the  Rling  of  such  an 
objection  would  require  NHTSA  to 
follow  the  regular  rulemaking 
procedures  for  issuing  and  amending 
safety  standards  set  forth  in  49  CFR  Part 
553.  However,  since  the  objection  has 
been  withdrawn,  NHTSA  does  not 
believe  it  is  necessary  to  resort  to  that 
lengthier  procedure.  There  are  no  valid 
safety  objections  known  to  this  agency 
which  might  arise  from  including  this 
size  designation  in  Appendix  A. 
Therefore,  this  notice  adds  that  size  to 
Table  1-QQ. 

Goodrich  petitioned  the  agency  to  add 
a  footnote  to  Tables  1-GG,  I-4fH,  I-JJ,  I- 
KK,  I-SS,  1-WW,  and  I-YY  pennitting 
the  letters  “H,"  "S,”  or  **V”  to  appear 
adjacent  to  the  letter  "R”  in  the  size 
designations  of  the  tires  in  those  tables. 
The  letters  “H,”  “S,”  and  **V”  are  speed 
rating  symbols  established  by  ETRTO. 

In  its  petition,  Goodrich  stated  that  tires 
without  these  speed  ratings  are  not  as 
desirable  outside  of  North  America,  and 
that  not  having  those  speed  ratings 
hinders  U.S.  tire  manufacturers  in  their 
efforts  to  export  tires. 


NHTSA  has  already  stated  in  a  fane 
25, 1981  letter  to  a  group  of  Japanese  tire 
manufacturers  that  Standard  109  does 
not  prohibit  these  speed  rating  symbols 
from  appearing  as  part  of  the  tire  size, 
even  when  the  tire  tables  do  not 
spedbcally  state  that  the  speed  rating 
may  appear.  This  notice  incorpcnrates 
that  interpretation  in  Standard  No.  109 
by  adding  a  footnote  to  die  tables 
referred  to  by  Goodrich  which  states 
that  the  speed  rating  symbols  may 
appear  on  tires  listed  in  the  tables.  This 
footnote  already  appears  in  all  other 
tables,  except  for  ^ose  showing 
temporary  spare  tire  sizes. 

This  notice  also  corrects  some  clerical 
and  typographical  errors  which  have 
appeared  in  prior  amendments.  In  Table 
I-JJ,  there  are  three  typographical  errors. 
In  Table  I-KK,  a  typographical  error 
caused  the  publication  of  an  incorrect 
minimum  size  factor  for  the  P235/60R14 
tire  size.  In  Table  I-QQ,  a  typographical 
error  appeared  in  the  size  designation  of 
the  190/55  R  365  tire  size.  Finally,  the 
minimum  size  factor  and  section  width 
published  in  Table  I-AAA  were 
incorrect,  and  those  errors  are  corrected 
in  this  notice. 

The  bases  for  accepting  or  denying 
requests  to  add  new  tire  size 


designations  to  the  tire  tables  are  set 
forth  in  the  introductory  guidelines  to 
Appendix  A.  Briefly,  the  tests  are  the 
appropriateness  of  the  information 
submitted  for  inclusion  in  the  tire  tables 
and  the  appropriateness  of  the  location 
within  the  tables  of  the  requested  tire 
size.  The  seven  new  tire  sizes  included 
in  this  notice  meet  these  criteria. 
Accordingly,  die  RMA,  ETRTO,  and 
MicheKn  petitions  are  granted,  and 
seven  new  tire  sizes  are  added  to  Table 
I  of  Appendix  A  of  the  standard 
pursuant  to  the  abbreviated  rulemaking 
procedures. 

PART  571~FEOERAL  MOTOR 
VEHICLE  SAFETY  STANDARDS 

In  consideration  of  the  foregoing.  49 
CFR  Part  571.109  is  amended  as 
specified  below,  subject  to  the  30-day 
comment  period  outlined  above; 

§571.109  Standard  No.  109;  New 
pneumatic  tires.  [Appendix  Amendedl 

1.  Table  I  of  Appendix  A  is  amended 
by  adding  the  following  sizes  and 
corresponding  values  to  Tables  I-DD,  I- 
HH,  HI,  I-KK.  I-QQ.  and  I-SS,  and  1- 
AAA: 


Table  l— DD-.  Ttne  Load  Ratings,  Test  Rims,  Minimum  Size  Factors,  and  Section  Widths  for  "55”  Series  Radial  Ply  Tires 


Tke  size  deaignaton  | 

j  Maximum  tire  loads  (pounds)  at  vartous  ooU  inflation  pressures  (psi)  | 

r  Mini-  I 
mum 

SOB 

tador  { 
(Mchea) 

Sedton 

wid»i<^ 

(Inches) 

16 

18 

20 

22 

24 

26 

”  1 

30 

32 

L”J 

36 

38 

40 

Test  ikn 
width 

ttnohes) 

1 

635 

675 

715 

755 

796 

830 

ses 

•00 

930 

90S 

995 

1026 

1066 

6 

2665 

[  71 

1  .. 

•The  tetters  "H,"  “8,"  or  "V  may  be  included  in  any  aiectlied  Ike  size  designation  ad|aoent  to  the  “R.” 

*  Actual  section  width  and  overtM  widm  stial  not  excM  the  specified  section  wkSh  by  more  Umh  7  pareariL 


Table  I— HH:  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  moj  Section  Widths  for  ‘P/75’  Series  BO  TVpe  Tires 


Tire  size.*  designation 

[  Maximum  tke  loads  (MIograms)  at  various  cdd  kiflallon  pressures  (ttPa)  j 

Test  Ikn 
width 
(kichas) 

Mnknum 
size  factor 
(mm) 

^  Section* 
width  (nun) 

120 

140 

160 

180 

200 

220 

240 

1  260 

1  2“ 

P185/75R15 . . . 

430 

465 

500 

530 

560 

595 

610 

1] 

_ 1 

5 

•29 

■  The  letters  "D”  for  diagonal  and  "B”  for  bias  belted  may  be  used  in  place  ol  the  "H 

•  Actual  section  width  and  overall  width  shall  not  eMcaed  the  specified  width  by  more  than  the  amount  specHled  in  S4.2.2.2. 
’  The  letters  "H.”  “S,"  or  "V"  may  be  included  in  any  apecified  tire  size  designation  adjacent  to  the  "R.” 


Table  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  and  Section  Widths  for  'P/70’  Series  ISO  Tyre  Tires 


Tke  siza.'  designation  * 

Maximum  tke  loada  (kilograms)  at  varioua  cdd  kiflaOon  pretauiaa  (kPa) 

Teat  ibn 
width 
(Inched 

Mkxrmim 
size  tador 
(mm) 

120  1 

140  1 

160  1 

180 

200 

220  { 

240 

260 

280 

width  Imra) 

P185/70ni5 . . 

405 

435 

465 

495 

520 

560 

570 

smI 

620 

5 

•12 

T»4 

P215/70R15 . 

520 

ses 

600 

640 

675 

705 

736 

765 

795 

6 

883 

216 

■  The  telMra  ’D”  tor  diagonal  and  "B”  tot  biaa  betted  may  be  used  in  place  oi  the  '*R" 

•  Actual  section  width  and  overai  width  shall  not  exceed  the  specified  width  by  more  thw  the  emount  specHtod  in  S4.2.2.2. 
» The  tetters  "H."  "S,”  or  “V  mey  be  included  in  eny  apecified  tke  size  designation  adjacent  to  the  “h7 


Table  I— KK;  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  and  Section  Widths  for  'P/60'  Series  ISO  Type  Tires 


Tire  size,'  designalian 

1  Maximum  tke  loads  (kitogramt)  at  vdrioua  cold  kittatton  pressures  (kPa)  | 

Test  rkn 
wkMh 
(inchae) 

Mtoknum 
siza  lector 
(mm) 

Sedton* 
width  (tnm) 

120 

140_] 

160 

180 

200 

220 

240 

260 

280 

P  91fiy80Rl5 

460 

520 

565 

585 

610 

•40 

665 

690 

• 

841 

216 

■  The  toners  ‘*0"  for  dtogonal  and  "8”  tor  bias  betted  may  be  used  In  place  ol  th#  "R.'* 

*  ActtW  aactton  mdlh  and  oserett  ssdlh  shatt  not  encaad  the  spelled  width  by  more  then  the  amount  specHtetf  in  S4.22.2. 
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Table  I— KK:  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  and  Section  Widths  for  ‘P/60’  Series  ISO  Type  Tires— Continued 


Tire  size,'  designation 


Maximum  tire  loads  (kilograms)  at  various  cold  inflation  pressures  (kPa) 

120  I 

I  140  I  leo  I  180  I  200  I  220  I  240  I  260 

1  280 

Test  rim 

Minimum 

width 

size  factor 

(inches) 

(mm) 

Section* 
width  (mm) 


Table  I— QQ:  Tire  Load  Ratings,  Test  Rims,  Minimum  Size  Factors,  and  Section  Widths  for  “55’’  Series,  all  Mhximetric  Radial  Ply 

Tires  (TR  or  JM  Rims) 


Maximum  tire  toads,  (pounds)  at  various  cold  inflation  pressures  (psi) 

Test  nm 
width 
(mm) 

Mini¬ 

mum 

size 

factor 

(mm) 

Section 

width' 

(mm) 

Tire  size,'  Resignation 

16  1 

18 

20 

22 

24 

26 

26 

32 

34 

36 

38 

40 

1095] 

1170 

1240 

1300 

1370 

1430 

1490 

1545  j 

1600 

1655 

_ 1 

17101 

1760 

18101 

180  j 

909 

1 _ 

245 

■  The  letters  “H,"  “S,"  or  “V*  may  be  Included  In  any  specHied  tire  size  designation  adjacent  to  the  “R." 

'Actual  aeclion  with  width  end  overall  width  shall  not  exceed  the  specified  section  width  by  more  than  7  percent 

Table  I— SS;  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  and  Section  Width  For  ’P/SO*  Series  ISO  Type  Tires 


Tire  size'  designation' 

1  Maximum  tire  loads  (kilograms)  at  various  odd  inllalion  pressures  (kPa)  | 

Test  ftot 
width 
(inches) 

Minimum 
size  factor 
(mm) 

Section' 
width  (mm) 

120  j 

140  ’1 

160 

ISO 

200 

220  1 

240 

260 

280 

P245/50R1S - i 

480 

520 

555 

590 

620 

e55| 

680 

710 

1  ^5 

7 

860 

248 

'  The  letters  “D"  for  dtogonal  and  “B”  lor  bias  belted  may  be  used  in  place  of  toe  “R." 

'Actual  section  widto  and  ovaral  widto  shall  not  asceed  the  specified  width  by  mors  than  the  amount  specified  in  S4ZZ.2. 
'The  letters  "H,”  “S,”  or  "V"  may  be  included  in  any  specified  tire  size  designation  adjacent  to  the  “R.*' 


Table  1— AAA:  Tire  Load  Rating,  Test  Rims,  Minimum  Size  Factors  and  Sectioi  Widths  for  T  ’80*  Series  60  LB/IN  •  Tires 


Tira  size,'  detlgnetlon 

Maximum  tire  loads  (pounds  at  60  psi  cold  inflation  pressure) 

Test  rim 
widto 
(inches) 

Minimum  size 
factor 
Onches) 

Section' 

width 

(inches) 

60  psi,  1742  lbs . - .  - . . . . . . 

4 

26.55 

_ 1 

5.44 

■  The  totters  TT  tor  iSagonal  and  "B"  tor  bias  belted  may  be  used  in  place  of  the  'D.'' 

‘  Actual  section  width  arid  overall  width  shall  not  exceed  the  specified  widlh  by  more  than  the  amount  specified  in  S4J.2J. 


2.  Table  I  of  Appendix  A  is  amended 
by  adding  the  following  footnote  to 
Tables  I-GG,  I-HH,  I-IJ,  I-KK,  I-SS,  I- 
WW.  and  I-YY: 

•  The  letters  “H,”  “S,  ”  or  "V”  may  be 
included  in  any  specified  tire  size  designation 
adjacent  to  the  “R.” 

3.  Table  I-JJ  is  amended  as  follows:  for 
the  235/70R14  size  designation,  remove 
the  ’’620”  in  the  240  kPa  column,  and 
insert  in  its  place,  ”820”.  For  the  225/ 
70R15  size  designation,  remove  the 
”585”  in  the  120  kPa  column,  and  insert 
in  its  place,  ”565”.  For  the  255/70R15 
size  designation,  remove  the  ”990”  in  the 
200  kPa  column,  and  insert  in  its  place. 
”900”. 

4.  Table  1-KK  is  amended  as  follows: 
for  the  P235/60R14  size  designation, 
remove  the  ”834"  in  the  Minimum  size 
factor  column,  and  insert,  in  its  place, 
”857”. 

5.  Table  I-QQ  is  amended  as  follows: 
remove  the  190/55R65  size  designation 
and  insert  in  its  place.  ”190/55R365”. 

6.  Table  I-AAA  is  amended  as 
follows:  for  the  T135/80R13  size 


designation,  remove  the  ”26.30”  in  the 
Minimum  size  factor  column  and  the 
”5.54”  in  the  Section  width  column,  and 
insert  in  their  place,  ”26.54”  and  ”5.43”, 
respectively. 

Interested  persons  are  invited  to 
submit  (ximments  on  these  additions. 
Comments  must  be  limited  so  as  not  to 
exceed  15  pages  in  length.  Necessary 
attachments  may  be  appended  without 
regard  to  the  15-page  limit  This 
limitation  is  intended  to  encourage 
commenters  to  detail  their  primary 
arguments  in  a  concise  fashion.  Those 
persons  desiring  to  be  notified  upon 
receipt  of  their  comments  in  the  rules 
docket  should  enclose  a  self-addressed, 
stamped  postcard  in  the  envelope  with 
their  comments.  When  the  comments 
are  received,  the  docket  supervisor  will 
return  the  postcard  by  mail. 

The  agency  has  reviewed  the  impacts 
of  this  rule  and  determined  that  they  are 
limited  to  permitting  the  introduction  of 
the  newly  listed  tire  sizes  by  those 
manufacturers  wishing  to  do  so.  The  rule 
does  not  impose  any  regulatory  burden 


on  any  manufactiu^r.  The  rule  increases 
the  availability  of  new  tire  sizes  to  the 
public.  Accordingly,  NHTSA  has 
determined  that  this  rule  is  neither 
major  within  the  meaning  of  Executive 
Order  12291  nor  significant  within  the 
meaning  of  the  DOT  regulatory  policies 
and  procedures.  Further,  the  agency 
reviewed  this  amendment  under  the 
National  Environmental  Policy  Act  and 
determined  that  the  rule  will  have  no 
significant  effect  on  the  human 
environment 

The  program  official  and  attorney 
principally  responsible  for  the 
development  of  this  rule  are  John  A. 
Diehl  and  Stephen  Kratzke,  respectively. 

(Secs.  103, 109,  201,  and  202,  Pub.  L  89-563,  80 
Stat.  718  (15  U.S.C.  1392, 1407, 1421,  and 
1422);  delegations  of  authority  at  49  CFR  1.50 
and  49  CFR  501.8] 

Issued  on  November  18, 1981. 

Michael  M.  Finkelstein, 

Associate  Administrator  for  Rulemaking. 

|FR  Doc.  81-338S2  Fitod  I1-3-S1:  M6  amj 
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This  section  of  the  FEDERAL  REGISTER 
contains  notices  to  the  public  of  the 
proposed  issuance  of  rules  and 
regulations.  The  purpose  of  these  notices 
is  to  give  interested  persons  an 
opportunity  to  participate  in  the  rule 
making  prior  to  the  adoption  of  the  final 
rules. 


DEPARTMENT  OF  TRANSPORTATION 
Federal  Aviation  Administration 

14  CFR  Part  39 

[Docket  No.  81-NW-77  AD] 

Airworthiness  Directives:  British 
Aerospace,  Aircraft  Group  (Formerly 
British  Aircraft  Corporation)  Model 
BAG  1-11  400  Series  Airplanes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Notice  of  proposed  rulemaking. 

summary:  This  notice  proposes  an 
Airworthiness  Directive  (AD)  that 
would  require  an  inspection  for 
corrosion  and  replacement,  if  necessary, 
of  all  spoiler  operating  rod  turnbarrels 
on  British  Aerospace,  Aircraft  Group, 
Model  BAG  1-11  400  series  airplanes. 
This  action  is  necessary  since  corrosion 
occurring  in  the  internal  tumbarrel 
threads  could  cause  thread  failure  which 
would  prevent  normal  spoiler  operation. 
DATE:  Comments  must  be  received  on  or 
before  December  31, 1981.  Compliance 
Schedule — as  prescribed  in  the  body  of 
the  AD. 

ADDRESSES:  Federal  Aviation 
Administration,  Northwest  Mountain 
Region,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108.  The 
applicable  service  bulletin  may  be 
obtained  from:  British  Aerospace,  Inc., 
Box  17414,  Dulles  International  Airport, 
Washington,  D.C.  20041. 

FOR  FURTHER  INFORMATION  CONTACT: 
Mr.  Harold  N.  Wantiez,  Foreign  Aircraft 
Certification  Branch,  ANM-150S,  FAA 
Northwest  Mountain  Region,  9010  East 
Marginal  Way  South,  Seattle, 
Washington  98108;  telephone  (206)  767- 
2530, 

SUPPLEMENTARY  INFORMATION: 
Comments  Invited 

Interested  persons  are  invited  to 
participate  in  the  making  of  the 
proposed  rule  by  submitting  such 
written  data,  views,  or  arguments  as 
they  may  desire.  Communications 


should  identify  the  regulatory  docket 
number  and  be  submitted  in  duplicate  to 
the  address  speciHed  above.  All 
communications  received  on  or  before 
the  closing  date  for  comments  will  be 
considered  by  the  Administrator  before 
taking  action  on  the  proposed  rule.  The 
proposal  contained  in  this  notice  may  be 
changed  in  light  of  comments  received. 
All  comments  submitted  will  be 
available,  before  and  after  the  closing 
date  for  comments,  in  the  Rules  Docket 
for  examination  by  interested  persons. 

A  report  summarizing  each  FAA-public 
contact  concerned  with  the  substance  of 
-  the  proposed  AD  will  be  filed  in  the 
Rules  Docket. 

Availability  of  NPRMS 

Any  person  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to:  Federal 
Aviation  Administration,  Northwest 
Mountain  Region,  Office  of  the  Regional 
Counsel,  Attention:  Airworthiness  Rules 
Docket,  Docket  No.  81-NW-77  AD,  9010 
East  Marginal  Way  South,  Seattle, 
Washington  98108. 

Discussion  of  Proposed  Rule 

There  have  been  reports  of  corrosion 
in  the  threads  of  the  spoiler  turnbarrels. 
Investigation  disclosed  that  multiple 
batches  of  turnbarrels  manufactured 
between  1968  and  1979  contained 
excessive  thread  truncations.  Threads 
which  were  in  excess  of  the  maximum 
truncation  tolerances  allowed  moisture 
to  enter,  creating  an  envirpnment  for 
corrosion  to  develop  in  the  threads. 
Approximately  60%  of  all  turnbarrels 
inspected  contained  corrosion.  Failure 
of  a  tumbarrel  will  cause  the  spoiler  not 
to  fully  respond  to  commands,  causing  a 
partial  loss  of  controllability. 

It  is  estimated  that  22  airplanes  will 
be  affected  by  this  AD,  that  it  will  take 
approximately  4  man-hours  per  airplane 
to  accomplish  the  required  inspections, 
and  that  the  average  labor  cost  will  be 
$30  per  man-hour.  Based  on  these 
figures,  the  total  cost  impact  of  this  AD 
is  estimated  to  be  $2,640.00  for  the  U.S. 
fleet  each  inspection  period.  Fitting 
replacement  cost  have  not  been 
included  in  this  estimate,  since  the 
potential  extent  of  such  is  unknown. 

Since  this  condition  is  likely  to  exist 
pT  develop  on  other  airplanes  of  the 
same  type  design,  the  proposed  AD 
requires  repetitive  visual  inspections 
and  replacement  of  the  turnbarrels,  if 
necessary,  on  British  Aerospace, 


Aircraft  Group  Model  BAG  1-11  series 
400  airplanes. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  39.13  of  Part  39,  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13)  by  adding  the 
following  new  Airworthiness  Directive: 

British  Aerospace,  Aircraft  Group  (formerly 
British  Aircraft  Corporation):  Applies  to 
Model  BAG  1-11  series  400  airplanes 
certificated  in  all  categories.  Compliance 
required  as  indicated  unless  already 
accomplished.  To  prevent  overloads  and 
possible  failure  of  the  spoiler  operating 
rods  caused  by  corroded  turnbarrels. 
accomplish  the  following: 

A.  Within  the  next  1,200  landings  or  6 
months  after  the  effective  date  of  this  AD. 
whichever  occurs  first,  and  thereafter  at 
intervals  not  exceeding  10,000  landings  or  5 
years  from  the  last  inspection,  inspect  the 
internal  threads  of  the  spoiler  operating  rod 
turnbarrels  for  corrosion  and  excessive 
thread  truncation  and  replace  the  tumbarrel, 
if  necessary,  in  accordance  with  paragraph  2. 
Accomplishment  Instructions  of  British 
Aerospace,  Aircraft  Group,  BAG  1-11  Alert 
Service  Bulletin  27-A-PM5732,  Issue  No.  2. 
dated  November  13, 1980. 

B.  Alternative  means  of  compliance  with 
this  AD  or  later  approved  revisions  to  the 
service  bulletin  which  provide  an  equivalent 
level  of  safety  may  be  used  when  approved 
by  the  Chief,  Seattle  Area  Aircraft 
Certification  Office,  FAA  Northwest 
Mountain  Region,  9010  East  Marginal  Way 
South,  Seattle,  Washington  98108. 

(Secs.  313(a),  601  and  603,  Federal  Aviation 
Act  of  1958,  as  amended  (49  U.S.C.  1354(a), 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c));  14 
CFR  11.85) 

Note.—  the  FAA  has  determined  that  this 
proposed  regulation  involves  a  regulation 
which  is  not  considered  to  be  major  under 
Executive  Order  12291  or  significant  under 
DOT  Regulatory  Policies  and  Procedures  (44 
FR  11034;  February  26, 1979),  and  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities  under 
the  criteria  of  the  Regulatory  Flexibility  Act 
since  it  involves  few,  if  any,  such  entities.  A 
draft  evaluation  has  been  prepared  for  this 
proposed  regulation  and  has  been  placed  in 
the  docket.  A  copy  of  it  may  be  obtained  by 
contacting  the  person  identified  above  under 
the  caption  “FOR  FURTHER  INFORMATION 
CONTACT." 

Issued  in  Seattle,  Washington,  on 
November  13, 1981, 

Robert  O.  Brown, 

Acting  Director,  Northwest  Mountain  Region. 

|FR  Doc.  81-33826  Filed  11-28-81:  8:45  atn| 
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14  CFR  Part  39 
[Docket  No.  81-NW-61-AD] 

Airworthiness  Directive:  Fokker  B.  V. 
Model  F-28  Airplanes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Notice  of  proposed  rulemaking. 

SUMMARY:  This  notice  proposes  a  new 
Airworthiness  Directive  (AD),  which 
requires  inspection,  replacement,  and 
modification  of  certain  components  on 
Fokker  Model  F-28  airplanes,  as 
necessary,  to  detect  and  prevent  unsafe 
conditions.  These  unsafe  conditions 
were  found  earlier;  however,  no  AD 
action  was  taken  at  the  time  each  was 
found  because  there  was  only  one 
Fokker  Model  F-28  airplane  on  the  U.S. 
Civil  Aircraft  Register,  and  correction  of 
the  unsafe  condition  was  established  on 
an  individual  airplane  basis.  The  entry 
of  additional  Folder  Model  F-28  aircraft 
onto  the  U.S.  Register  necessitates  AD 
action  at  this  time  to  ensure  that  such 
aircraft  maintain  an  acceptable  level  of 
safety.  This  Notice  pertains  to  unsafe 
conditions  related  to  the  propulsion 
installation. 

date:  Comments  must  be  received  on  or 
before  February  1, 1982.  Compliance 
schedule — as  prescribed  in  the  body  of 
the  AD. 

addresses:  Federal  Aviation 
Administration,  Northwest  Mountain 
Region,  9010  East  Marginal  Way  South. 
Seattle,  Washington  98108.  The 
applicable  service  bulletins  may  be 
obtained  from:  Service  Manager.  Fokker 

B.  V.,  Box  7600,  Schiphol  Dost,  llie 
Netherlands.  * 

FOR  FURTHER  INFORMATION  CONTACT: 
Dick  Nelson,  Foreign  CertiBcation 
Branch,  ANM-150S,  FAA  Northwest 
Mountain  Region,  9010  East  Marginal 
Way  South,  Seattle,  Washington  98108. 
Telephone:  (206)  767-2530. 
SUPPLEMENTARY  INFORMATION: 

Comments  Invited 

Interested  persons  are  invited  to 
participate  in  the  making  of  the 
proposed  rule  by  submitting  such 
written  data,  views,  or  arguments  as 
they  may  desire.  Communications 
should  identify  the  regulatory  docket  or 
notice  number  and  be  submitted  in 
duplicate  to  the  address  specified 
above.  All  communications  received  on 
or  before  the  closing  date  for  comments 
speciBed  above  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rule.  The  proposals 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 


both  before  and  after  the  closing  date 
for  comments  in  the  Rules  Docket  for 
examination  by  interested  persons.  A 
report  summarizing  each  FAA-public 
contact  concerned  with  the  substance  of 
this  proposal  will  be  Bled  in  the  Rules 
Docket 

Availability  of  NPRMS 

Any  persons  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Northwest 
Mountain  Region,  OfBce  of  the  Regional 
Counsel,  Attention:  Airworthiness  Rules 
Docket  No.  81^JW-61-AD.  9010  East 
Marginal  Way  South,  Seattle, 

Washington  98108. 

Discussion 

The  Netherlands  Civil  Aviation 
Department  (RLD)  has,  in  accordance 
with  existing  provisions  of  a  bilateral 
agreement,  notiBed  the  FAA  of  a 
number  of  inspections,  replacements, 
and  modiBcations  which  they  have 
imposed  to  correct  unsafe  conditions  on 
Fokker  Model  F-28  airplanes 
manufactured  in  the  Netherlands  and 
operated  under  registry  of  the 
Netherlands.  Previously,  only  one 
Fokker  Model  F-28  was  on  the  U.S.  Civil 
Aircraft  Register.  Correction  of  these 
unsafe  conditions  was  accomplished  in 
each  instance  on  a  voluntary  basis  by 
the  operator  of  this  airplane  and  veriBed 
by  the  FAA,  thereby  obviating  the  need 
for  AD  action.  There  have  recently  been 
a  number  of  additional  Fokker  Model  F- 
28  airplanes  entered  on  the  U.S. 

Register.  Although  those  entered  thus 
far  were  new  airplanes,  it  appears  that 
used  airplanes  on  which  the  RLD 
Mandatory  Service  Bulletins  may  not 
have  been  accomplished  and  the  unsafe 
conditions  exist  may  be  entered  on  the 
U.S.  Register  in  the  future.  It  is, 
therefore,  necessary  to  consider  the 
issuance  of  an  AD  at  this  time  to 
preclude  the  entry  of  any  additional 
aircraft  without  correction  of  the  unsafe 
conditions. 

The  requirements  presented  in  this 
proposed  AD  are  based  on  the 
notiBcations  of  the  RLD  in  accordance 
with  the  bilateral  agreement  and  are 
related  to  the  following  unsafe 
conditions: 

A.  Inadvertent  cross  connection  of  the 
engine  Bre  extinguishing  bottle  electrical 
wiring  following  bottle  replacement  can 
result  in  the  discharge  of  extinguishing 
agent  into  the  wrong  engine  nacelle. 
(Reference  Fokker  Service  Bulletin  (SB) 

F.28/26-2,  Revision  1,  dated  March  19, 
1970.) 

B.  Inadvertent  fuel  transfer  due  to  the 
use  of  check  valves  with  incorrect 


cracking  pressure.  (Reference  Fokker  SB 
F.28/28-3  dated  January  6, 1970.) 

C.  ChaBng  of  Ae  fuel  supply  tubes 
which  could  result  in  fuel  leakage  and 
associated  Bre  hazards.  (Reference 
Fokker  SB  F.28/28-8  dated  February  24. 
1969,  and  SB  F.26/28-22,  Revision  1, 
dated  December  18, 1972.) 

D.  The  rubbing  of  electrical  wires 
against  the  APU  fuel  supply  line  can 
result  in  a  fuselage  Bre.  (Reference 
Fokker  SB  F.28/28-32,  Revision  1.  dated 
September  3, 1979.) 

k  Leakage  of  the  Auxilieuy  Power 
Unit  (APU)  duct  check  valve  due  to 
excessive  wear  can  result  in  damage  to 
the  APU.  (Reference  Fokker  SB  F.28/3&- 
9,  Revision  1,  dated  February  16, 1973.) 

F.  Leakage  of  the  seventh  stage  bleed 
air  duct  Bre  seal  in  the  nacelle/stub 
wing  area  which  could  result  in  non 
containment  of  a  Bre.  (Reference  Fokker 
SB  F.28/36-10  dated  February  12. 1973.) 

G.  Failure  of  the  single  walled  portion 
of  the  APU  exhaust  which  can  result  in 
secondary  damage  to  the  surrounding 
equipment  and  structure.  (Reference 
Fokker  SB  F.28/49-24  dated  February  23, 

1976. ) 

H.  Inadequate  drainage  of  flammable 
fluids  from  the  APU  compartment  which 
could  result  in  a  fire  hazard.  (Reference 
Fokker  SB  F.28/49-25  dated  July  18, 

1977. ) 

I.  ^istence  of  an  unused  hole  in  each 
of  the  engine  Brewalls  that  compromises 
the  integrity  of  the  firewall  and  could 
allow  a  Bre  to  progress  beyond 
designated  Bre  zones.  (Reference  Fokker 
SB  F.28/54-2.  Revision  1,  dated  June  15, 
1970.) 

J.  Corrosion  which  could  cause  failure 
of  the  engine  HPC  and/or  RPM  control 
cables  and  result  in  loss  of  engine 
control.  (Reference  Fokker  SB  F.28/76- 
16,  Revision  1,  dated  October  6, 1975.) 

K.  Lack  of  safety  wire  and  improper 
microswitch  rigging  encourages 
inadvertent  closure  of  the  Bre  shutoff 
valves  which  will  cause  an  engine  flame 
out.  (Reference  Fokker  SB  F.28/76-20 
dated  January  1, 1979.) 

Since  these  conditions  are  likely  to 
exist  or  develop  in  other  airplanes  of  the 
same  type  design,  the  proposed  AD 
would  require  inspections, 
replacements,  and  modiBcations,  as 
necessary,  on  certain  Fokker  Model  F-28 
airplanes.  Each  lettered  paragraph  of 
this  proposed  AD  identifies  the  serial 
numbers  of  the  airplanes  affected,  the 
specific  unsafe  condition  to  which  it  is 
directed,  and  the  related  corrective 
action  that  would  be  required  for 
resolution  of  this  unsafe  condition. 

It  is  estimated  that  no  airplane  will  be 
immediately  affected  by  this  AD 
inasmuch  as  there  is  only  one  airplane 
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of  the  spedOed  serial  numbers  currently 
on  the  U.S.  Register,  and  the  operator  of 
that  airplane  has  previously  performed 
the  inspections,  replacements,  and 
modifications  on  a  voluntary  basis.  Any 
other  airplane  of  the  specified  serial 
numbers  will  be  affected  only  if  it  is 
later  entered  on  the  U.S.  Register  and  if 
the  inspections,  replacements,  and 
modiOcations  have  not  been 
accomplished  under  the  cognizance  of 
the  airworthiness  authority  of  the 
country  from  which  it  is  imported.  For 
these  reasons,  the  proposed  rule  is  not 
considered  to  be  a  major  rule  under  the 
criteria  of  Executive  Order  12291. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13]  by  adding  the 
following  new  Airworthiness  Directive: 

Fokker  B.V.:  Applies  to  Model  F-28  Series 
1000  and  4000  airplanes,  certificated  in 
all  categories,  serial  numbers  as 
indicated  below. 

Note. — Some  serial  numbers  listed  below 
may  actually  be  Series  2000,  3000,  5000,  or 
6000  airplanes  that  are  not  presently  eligible 
for  U.S.  certihcation.  If  so,  those  serial 
numbers  may  be  disregarded  insofar  as  this 
AD  is  concerned. 

1.  Unless  already  accomplished, 
accomplish  the  following  within  the  time 
specihed  in  each  paragraph  below  after  the 
effective  date  of  this  AD. 

A.  Applies  to  airplanes  with  serial  numbers 
(S/N's)  11004  through  11016.  Compliance 
required  within  the  next  750  hours  time  in 
service.  To  prevent  inadvertent  cross 
connection  of  the  engine  fire  extinguishing 
bottle  electrical  wiring,  install  placards  and 
inspect  and  rework  the  wiring  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  F.28/26-2,  Revision  1, 
dated  March  19, 1970. 

B.  Applies  to  airplanes  with  S/N’s  11003, 
11004, 11006,  and  11009  through  11012. 
Compliance  required  within  the  next  900 
hours  time  in  service.  To  preclude 
inadvertent  fuel  transfer,  install  one  (1)  p.s.i. 
check  valve  and  rework  the  defueling  control 
valve  wiring  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/28-3  dated  January  6, 
1970. 

C.  Applies  to  airplanes  with  S/N's  11004 
through  11016, 11021  through  11052, 11054 
through  11061, 11063  through  11066,  and  19901 
through  11993.  Compliance  required  within 
the  next  100  hours  time  in  service.  To 
preclude  fuel  leakage,  inspect  fuel  supply 
tubes  for  chafing  damage,  repair  or  replace 
such  tubes  as  necessary,  and  provide 
adequate  chafing  protection  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  F.28/28-8  dated 
February  24, 1969  (S/N’s  11004  through 
11016),  or  Service  Bulletin  F.28/28-22, 
Revision  1,  dated  December  It^  1972  (S/N's 
11021  through  11052, 11054  through  11061, 


11063  through  10066  and  11991  through 
119930. 

D.  Applies  to  airplanes  with  S/N’s  11053, 
11062, 11077, 11080, 11081, 11090  through 
11093, 11108  through  11112, 11114  thro^h 
11116, 11118, 11120  through  11124, 11126 
through  11128, 11130, 11133, 11135, 11138 
through  11142,  and  11144.  Compliance 
required  within  the  next  100  hours  time  in 
service.  To  preclude  a  fuselage  fire,  perform 
both  of  the  following: 

(i)  Inspect  the  APU  fuel  supply  line  for 
interference  with  electrical  wiring  and 
replace  as  necessary;  and 

(ii)  Modify  the  fuel  supply  line  installation 
and  electrical  wiring  to  provide  adequate 
clearance  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/28-32,  Revision  1,  dated 
September  3, 1979. 

EL  Applies  to  ail  airplanes  having  check 
valve  Part  No.  123312-2-1  installed  in  the 
Auxiliary  Power  Unit  (APU)  bleed  air  duct. 
Compliance  required  within  the  next  100 
hours  time  in  service  and  at  no  greater  than 
3,000  hour  intervals  time  in  service  thereafter. 
To  preclude  damage  to  the  APU,  inspect  the 
check  valve  for  wear  and  replace,  as 
necessary,  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/36-9,  Revision  1,  dated 
February  16, 1973. 

F.  Applies  to  airplanes  with  S/N's  11003 
throu^  11056  and  11991  through  11993. 
Compliance  required  within  the  next  100 
hours  time  in  service.  To  ensure  proper 
functioning  of  the  fire  seal,  inspect  the 
seventh  stage  bleed  air  duct  fire  seal  and 
modify,  as  necessary,  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/3&-10  dated  February 
12. 1973. 

G.  Applies  to  airplanes  with  S/N’s  11003 
through  11101,  and  11991  through  11993. 

Initial  compliance  required  within  the  next 
100  hours  time  in  service  and  on  a  daily  basis 
thexeafter.  To  detect  failure  of  the  APU 
extension  silencer  and  thereby  preclude 
failure  of  APU  exhaust  jet  pipe,  inspect  the 
extension  silencer  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/49-24  dated  February 
23, 1976.  These  inspections  may  be 
discontinued  upon  installation  of  an 
improved  APU  extension  silencer  in 
accordance  with  Fokker  Service  Bulletin 
F.28/49-21,  Revision  1,  dated  Mav  10, 1976. 

H.  Applies  to  airplanes  with  S/N’s  11003 
through  11131,  and  11991  through  11993. 
Compliance  required  within  the  next  1,500 
hours  time  in  service.  To  ensure  adequate 
drainage  of  fuel  leakage  from  the  APU 
compartment,  modify  the  APU  enclosure 
drain  system  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/49-25  dated  July  18, 
1977. 

I.  Applies  to  airplanes  with  S/N’s  11003 
through  11013.  Compliance  required  within 
the  next  750  hours  time  in  service.  To 
maintain  the  integrity  of  the  firewall,  close 
the  unused  holes  in  the  left  hand  and  right 
hand  engine  nacelle  firewalls  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  FJZ8/54-2,  Revision  1, 
dated  June  15, 1970. 


J.  Applies  to  airplanes  with  S/N’s  11000 
through  11073, 11075  and  11991  through  11993. 
Compliance  required  within  the  next  160 
hours  time  in  service.  To  prevent  control 
cable  failure  due  to  eorrosion,  inspect, 
replace  as  necessary,  and  treat  HTC  unI 
RPM  control  cables  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/76-16,  Revision  1,  dated 
October  6, 1975. 

K.  Applies  to  airplanes  with  S/N’s  11008 
through  11124, 11126  through  11132, 11134, 
11991,  and  11992.  Compliance  required  within 
the  next  100  hours  time  in  service.  To 
preclude  inadvertent  closiue  of  the  fire 
shutoff  valves,  inspect  and  correct 
microswitch  adjustment,  as  necessary,  and 
Install  seal  wire  (safety  wire)  on  fire  switch 
guards  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F.28/76-20  dated  January  1, 
1979. 

2.  Alternative  means  of  compliance  with 
this  AD  which  provide  an  equivalent  level  of 
safety  may  be  used  when  approved  by  the 
Chief,  Seattle  Area  Aircraft  Certification 
Office,  FAA  Northwest  Mountain  Region. 

3.  Special  flight  permits  may  be  issued  in 
accordance  with  FAR  21.197  and  21.199  to 
operate  airplanes  to  a  base  for  the 
accomplishment  of  inspections  and/or 
modifications  required  by  this  AD. 

The  manufacturer's  specifications  and 
procedures  identified  and  described  in  this 
directive  are  incorporated  herein  and  made  a 
part  hereof  pursuant  to  5  U.S.C.  552(a)(1). 

All  persons  affected  by  this  proposal  who 
have  not  already  received  these  documents 
from  the  manufacturer  may  obtain  copies 
upon  request  to  the  Service  Manager,  Fokker 
B.V.,  Box  7600,  Schiphol  Dost,  The 
Netherlands.  These  documents  also  may  be 
examined  at  FAA  Northwest  Mountain 
Region,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108. 

(Secs.  313(a),  601,  and  603,  Federal  Aviation 
Act  of  1958,  as  amended  (49  U.S.C.  1354(a), 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  II.S.C.  1655(c));  and  14 
CFR  11.85) 

Note. —  The  FAA  has  determined  that  this 
proposed  regulation  involves  a  regulation 
which  is  not  considered  to  be  major  under 
Executive  Order  12291  or  significant  under 
DOT  Regulatory  Policies  and  Procedures  (44 
FR 11034;  February  26, 1979),  and  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities  under 
the  criteria  of  the  Regulatory  Flexibility  Act 
since  it  involves  few,  if  any,  such  entities.  A 
draft  evaluation  has  been  prepared  for  this 
proposed  regulation  and  has  been  placed  in 
the  docket.  A  copy  of  it  may  be  obtained  by 
contacting  the  person  identified  under  the 
caption  "FOR  FURTHER  INFORMA’OON 
CONTACT." 

Issued  in  Seattle,  Washington,  on 
November  13, 1981. 

Robert  O.  Brown, 

Acting  Director,  Northwest  Mountain  Region, 

|FR  Doc.ei-33827  Piled  11-2S-81;  8:45  am| 
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14  CFR  Part  39 
[Docket  No.  81-NW-62-AD] 

Airworthiness  Directives:  Fokker  B.  V. 
Model  F-28  Airplanes 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Notice  of  proposed  rulemaking. 

SUMMARY:  This  Notice  proposes  a  new 
Airworthiness  Directive  (AD),  which 
requires  inspection,  replacement,  and 
modification  of  certain  components  on 
Fokker  Model  F-28  airplanes,  as 
necessary,  to  detect  and  prevent  unsafe 
conditions.  These  imsafe  conditions 
were  found  earlier;  however,  no  AD 
action  was  taken  at  the  time  each  was 
foimd  because  there  was  only  one 
Fokker  Model  F-28  airplane  on  the  U.S. 
Civil  Aircraft  Register,  and  correction  of 
the  unsafe  condition  was  established  on 
an  individual  airplane  basis.  The  entry 
of  additional  Folder  Model  F-28  aircraft 
onto  the  U.S.  Register  necessitates  AD 
action  at  this  time  to  ensure  that  such 
aircraft  maintain  an  acceptable  level  of 
safety.  This  Notice  pertains  to  unsafe 
conditions  related  to  the  systems  and 
equipment  installations. 
date:  Conunents  must  be  received  on  or 
before  February  1, 1982.  Compliance 
schedule — as  prescribed  in  the  body  of 
the  AD. 

ADDRESSES:  Federal  Aviation 
Administration,  Northwest  Moimtain 
Region,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108.  The 
applicable  service  bulletins  may  be 
obtained  fi:om:  Service  Manager,  Fokker 

B.  V.,  Box  7600,  Schiphol  Dost,  llie 
Netherlands. 

FOR  FURTHER  INFORMATION  CONTACT: 

Dick  Nelson,  Foreign  Certification 
Branch,  ANM-150S,  FAA  Northwest 
Mountain  Region,  9010  East  Marginal 
Way  South,  Seattle,  Washington  98108. 
Telephone:  (206)  767-2530. 
SUPPLEMENTARY  INFORMATION: 
Conunents  Invited 

Interested  persons  are  invited  to 
participate  in  the  making  of  the 
proposed  rule  by  submitting  such 
written  data,  views,  or  arguments  as 
they  may  desire.  Communications 
should  identify  the  regulatory  docket  or 
notice  number  and  be  submitted  in 
duplicate  to  the  address  specified 
above.  All  communications  received  on 
or  before  the  closing  date  for  comments 
specified  above  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rule.  The  proposals 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 


both  before  and  after  the  closing  date 
for  conunents  in  the  Rules  Docket  for 
examination  by  interested  persons.  A 
report  summarizing  each  FAA-public 
contact  concerned  with  the  substance  of 
this  proposal  will  be  filed  in  the  Rules 
Docket. 

Availability  of  NPRMS 

Any  persons  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Ad^nistration,  Northwest 
Mountain  Region,  Office  of  the  Regional 
Counsel.  Attention:  Airworthiness  Rules 
Docket  No.  81-NM-62-AD,  9010  East 
Marginal  Way  South,  Seattle, 
Washington  98108. 

Discussion 

The  Netherlands  Civil  Aviation 
Department  (RLD)  has,  in  accordance 
with  existing  provisions  of  a  bilateral 
agreement,  notified  the  FAA  of  a 
number  of  inspections,  replacements, 
and  modifications  which  they  have 
imposed  to  correct  unsafe  conditions  on 
Fokker  Model  F-28  airplanes 
manufactured  in  the  Netherlands  and 
operated  under  registry  of  the 
Netherlands.  Previously,  only  one 
Fokker  Model  F-28  was  on  the  U.S.  Civil 
Aircraft  Register.  Correction  of  these 
unsafe  conations  was  accomplished  in 
each  instance  on  a  voluntary  basis  by 
the  operator  of  this  airplane  and  verified 
by  the  FAA,  thereby  obviating  the  need 
for  AD  action.  There  have  recently  been 
a  number  of  additional  Fokker  Model  F- 
28  airplanes  entered  on  the  U.S. 

Register.  Although  those  entered  thus 
far  were  new  airplanes,  it  appears  that 
used  airplanes  on  which  the  RLD 
Mandatory  Service  Bulletins  may  not 
have  been  accomplished  and  the  imsafe 
conditions  exist  may  be  entered  on  the 
U.S.  Register  in  the  future.  It  is, 
therefore,  necessary  to  consider  the 
issuance  of  an  AD  at  this  time  to 
preclude  the  entry  of  any  additional 
aircraft  without  correction  of  the  unsafe 
conditions. 

The  requirements  presented  in  this 
proposed  AD  are  based  on  the 
notifications  of  the  RLD  in  accordance 
with  the  bilateral  agreement  and  are 
related  to  the  following  unsafe 
conditions: 

A.  Severe  loss  of  oxygen  caused  by 
the  inadvertent  connection  of  any 
unused  oxygen  mask  to  the  observer's 
seat  oxygen  outlet  if  cabin 
decompression  were  to  occur  above 
25,000  feet  (reference  Fokker  Service 
Bulletin  (SB)  F28/11-20,  Revision  2, 
dated  January  14, 1974). 

B.  Failure  of  the  AC  electrical  supply 
cables  due  to  damage  caused  by 
inadequate  clearance  with  the  backup 


ring  of  the  pressure  bung  between  the 
stub  wing  and  cabin  which  would  result 
in  partial  loss  of  electrical  power 
(reference  Fokker  SB  F28/24-17  dated 
October  19, 1973). 

C.  Chafing  of  the  electrical  cable  loom 
at  extreme  positions  of  the  horizontal 
stabilizer  which  could  result  in  electrical 
failure  of  essential  equipment  (reference 
Fokker  SB  F28/ 24-22  dated  March  20, 
1974). 

D.  Some  systems  time  delay  relays 
have  been  found  to  be  sensitive  to 
voltage  spikes  which  might  occur  during 
switching  of  services.  Timing  could  be 
disturbed  and  systems  time  delay  or 
release  could  inadvertently  become 
energized.  (Reference  Fokker  SB  F28/24- 
27,  revised  March  14. 1979). 

E.  Chafing  of  electrical  cables  on  fuel 
tubes  (lines)  could  result  in  electrical 
failure  (reference  Fokker  SB  F28/24-31 
dated  October  la  1979). 

F.  Hat  rack  panels  constructed  fi'om 
substandard  materials  may  contribute  to 
a  fire  hazard  (reference  Fokker  SB  F28/ 
25-35,  Revision  1,  dated  November  22, 
1976). 

G.  Inadvertent  movement  of  the  pilot 
or  copilot  seat  back  rest  to  the  rear  most 
position  at  a  critical  flight  phase  could 
result  in  loss  of  control  of  the  aircraft 
(reference  Fokker  SB  F28/25-38  dated 
June  16, 1972). 

H.  Loosening  of  the  lock  pin  may 
result  in  failure  of  the  passenger  escape 
chute  (slide)  during  emergency  egress 
(reference  Fokker  SB  F28/25-41  dated 
September  22, 1972). 

I.  Failure  of  the  pilot  or  copilot  seat 
track  lock  stop  block  at  a  critical  flight 
phase  could  result  in  loss  of  control  of 
the  aircraft  (reference  Fokker  SB  F28/ 
25-71  dated  September  6, 1976). 

J.  The  rear  escape  belts  can  stretch 
diagonally  across  the  left  and  right  hand 
rear  overwing  emergency  exits  and 
hamper  emergency  egress  (reference 
Fokker  SB  F28/25-75  dated  February  15, 
1981). 

K.  Failure  of  the  bolt  seeming  the  pilot 
or  copilot  seat  track  lock  stop  block  at  a 
critical  flight  phase  could  result  in  loss 
of  control  of  Ae  aircraft  (reference 
Fokker  SB  F28/25-82  dated  January  1. 
1979). 

L  Deletion  of  the  rear  escape  belts  to 
correct  the  condition  noted  in  paragraph 
J.  above  necessitates  the  establishment 
of  a  new  emergency  egress  route  via  the 
wing  trailing  edge  (reference  Fokker  SB 
F28/25-86  dated  February  15. 1981). 

M.  Electrical  cable  loom  to  flap 
asymmetry  synchro  assemblies  can  be 
damaged  by  the  flap  trolley  when 
operating  flaps.  This  can  result  in  an 
inoperative  flap  asymmetry  system 
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(reference  Fokker  SB  F28/25-68  dated 
June  23, 1972). 

N.  Drain  adapters  with  rubber  tubes 
are  adversely  affected  by  Skydrol.  This, 
in  turn,  may  cause  damage  to 
accumulator  and  result  in  hydraulic 
system  failure  (reference  Fokker  SB  F28/ 
29-21  dated  August  17, 1971). 

O.  Antiskid  system  malfunction  may 
occur  due  to  loose  wheel  speed 
generators  (reference  Fokker  SB  F28/32- 
117  dated  January  5, 1976). 

P.  Antiskid  system  malfunction  may 
occur  due  to  the  use  of  time  delay  relays 
that  are  sensitive  to  voHage  spikes  ' 
(reference  Fokker  SB  F28/32-127  dated 
March  14, 1979). 

Q.  A  failure  of  one  (right)  AC  bus  will 
result  in  the  loss  of  pilot’s  instrument 
lighting  to  his  operative  instrument 
systems.  The  failure  of  one  (left)  AC  bus 
will  result  in  loss  of  the  copilot’s 
instrument  lighting  to  his  operative 
instrumentation  (reference  Fokker  SB 
F28/33-11,  Revision  2,  dated  April  4, 
1975). 

R.  Overheating  of  ballast  transformers 
may  result  in  loss  of  instrument  panel 
lights  and  smoke  in  the  cockpit 
(reference  Fokker  SB  F28/33-16  dated 
March  20, 1974). 

S.  Electrical  wires  may  be  cross 
connected  resulting  in  compass  flag 
warning  on  wrong  course  indicator 
(reference  Fokker  SB  F28/34-14, 

Revision  2,  dated  January  27, 1972). 

Since  these  conditions  are  likely  to 
exist  or  develop  in  other  airplanes  of  the 
same  type  design,  the  proposed  AD 
would  require  inspections, 
replacements,  and  modifications,  as 
necessary,  on  certain  Fokker  Model  F-28 
airplanes.  Each  lettered  paragraph  of 
this  proposed  AD  identiHes  Ae  serial 
numbers  of  the  airplanes  affected,  the 
specihe  unsafe  condition  to  which  it  is 
directed,  and  the  related  corrective 
action  that  would  be  required  for 
resolution  of  this  unsafe  condition. 

It  is  estimated  that  no  airlane  will  be 
inunediately  affected  by  this  AD 
inasmuch  as  there  is  only  one  airplane 
of  the  specihed  serial  numbers  currently 
on  the  U.S.  Register;  and  the  operator  of 
that  airplane  has  previously  performed 
the  inspections,  replacements  and 
modifications  on  a  voluntary  basis.  Any 
other  airplane  of  the  speciBed  serial 
numbers  will  be  affected  only  if  it  is 
later  entered  on  the  U.S.  Register  and  if 
the  inspections,  replacements,  and 
modiBcations  have  not  been 
accomplished  under  the  cognizance  of 
the  airworthiness  authority  of  the 
country  Bt)m  which  it  is  imported.  For 
these  reasons,  the  proposed  rule  is  not 
considered  to  be  a  major  rule  under  the 
criteria  of  Executive  Order  12291. 


The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13)  by  adding  the 
following  new  Airworthiness  Directive: 

Fokker  B.  V.:  Applies  to  Model  F-28  Series 
1000  and  4000  airplanes,  certiBcated  in 
all  categories,  serial  numbers  as 
indicated  below.  Note:  Some  serial 
numbers  listed  below  may  actually  be 
Series  2000,  3000, 5000,  or  6000  airplanes 
that  are  not  presently  eligible  for  U.S. 
certiBcation.  If  so,  diose  serial  numbers 
may  be  disregarded  insofar  as  this  AD  is 
concerned. 

Unless  already  accomplished,  accomplish 
the  following  within  the  time  specified  in 
each  paragraph  below  after  the  efiective  date 
of  this  AD. 

A.  Applies  to  airplanes  with  serial  numbers 
(S/N’s)  11003  through  11052, 11054  through 
11061,  and  11991  through  11993  when 
equipped  with  Robert  Shaw  oxygen  system. 
Compliance  required  within  the  next  100 
hours  time  in  service.  To  preclude  severe  loss 
of  oxygen,  install  placards  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  F28/11-20,  Revision 
2,  dated  January  14, 1974. 

B.  Applies  to  airplanes  with  S/N’s  11042 
through  11069.  Compliance  required  within 
the  next  100  hours  time  in  sendee.  To 
preclude  electrical  failure,  rework  the  backup 
ring  of  the  pressure  bung  between  the  stub 
wing  and  the  cabin  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/24-17  dated  October  19, 
1973. 

C.  Applies  to  airplanes  with  S/N’s  11003 
through  11055  and  11991  through  11993. 
Compliance  required  within  the  next  100 
hours  time  in  service.  To  preclude  electrical 
failure,  inspect  and  relocate  the  cable  loom  in 
the  horizontal  stabilizer  bullet  fairing  in 
accordance  with  the  Accomplishment 
Instructions  of  Fokker  Service  Bulletin  F28/ 

24- 22  dated  March  20, 1974. 

D.  Applies  to  airplanes  with  S/N’s  11122 
through  11142.  Compliance  required  within 
the  next  100  hours  time  in  service.  To  prevent 
relay  sensitivity  to  voltage  spikes,  disturbed 
timing,  and  inadvertent  energizing  of  certain 
relays  with  time  delay,  install  improved  time 
delay  relays  in  accordance  with  Part  III  of  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/24-27,  Revision  1,  dated 
March  14, 1979. 

E.  Applies  to  airplanes  with  S/N’s  11003  to 
11145, 11147, 11150, 11151, 11991,  and  11992. 
Compliance  required  within  the  next  500 
hours  time  in  service.  To  preclude  electrical 
failure,  inspect  and  relocate  cable  looms  in 
designated  areas  of  concern  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  F28/24-31  dated 
October  10, 1979. 

F.  Applies  to  airplanes  with  S/N’s  11003 
throu^  11053,  and  11991  through  11993. 
Compliance  required  within  the  next  500 
hours  time  in  service.  To  provide  necessary 
cabin  safety,  replace  the  hat  rack  panels  in 
accordance  with  the  Accomplishment 
Instructions  of  Fokker  Service  Bulletin  F28/ 

25- 35,  Revision  1,  dated  November  22, 1976. 


G.  Applies  to  airplanes  with  S/N’s  11003 
through  11052,  and  11991  through  11994  when 

‘  equipped  with  pilot  and  copilot  seals  with 
part  numbers  E17321S,  E173214,  E171755,  and 
E171756.  Compliance  required  within  the  next 
100  hours  time  in  service.  To  preclude  loss  of 
aircraft  control,  inspect  and  modify  the  pilot 
and  copilot  seats  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/25-38  dated  June  16, 

1972. 

H.  Applies  to  airplanes  with  S/N’s  11017 
through  11031,  and  11033  through  11049  when 
equipped  with  galley  door  mounted  Walter 
Kidde  escape  chutes  (slides).  Compliance 
required  within  the  next  100  hours  time  in 
service.  To  preclude  failure  during  emergency 
egress,  secure  the  attachment  bar  lock  pin 
with  lock  wire  (safety  %vire)  in  accordance 
with  the  Accomplishment  Instructions  of 
Fokker  Service  Bulletin  F28/25-41  dated 
September  22, 1972. 

I.  Applies  to  airplanes  with  S/N’s  11080 
through  11086  and  to  airplanes  with  S/N’s 
11003  through  11079  and  11087  when  modified 
in  accordance  with  Fokker  Service  Bulletin 
F28/Z5-52  with  modification  kits  delivered  by 
Fokker  before  September  1, 1976.  Compliance 
required  within  the  next  100  hours  time  in 
service.  To  preclude  loss  of  aircraft  control, 
replace  pilot  and  copilot  seat  track  lock  stop 
blocks  in  accordance  with  Parts  1  and  II  of 
the  Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/25-71  dated  September 
6, 1976.  Note. — Parts  I  and  n  of  Fokker 
Service  Bulletin  incorporate  by  reference  and 
consist  of  Ipeco  Service  BuDetins  A001-25-A2 
dated  July  30, 1976,  and  AOOl-25-2  dated 
August  10, 1976,  respectively. 

J.  Applies  to  airplanes  with  S/N’s  11111, 
11112, 11114  throu^  11116, 1112a  11122, 

11123,  and  11126.  ^mpliance  required  within 
the  next  500  hours  time  in  service.  To 
preclude  obstruction  of  the  left  and  right 
hand  rear  overwing  emergency  exits,  remove 
the  rear  emergency  escape  belts  in 
accordance  with  the  Accomplishment 
Instructions  of  Fokker  Service  Bulletin  F28/ 
25-75  dated  February  15, 1981.  An  additional 
escape  route  must  be  provided  concurrently 
within  this  change  in  accordance  with 
paragraph  L  below. 

K.  Applies  to  airplanes  with  S/N’s  11080 
through  11086,  and  11088  through  11143;  and 
to  airplanes  with  S/N’s  11003  Arough  11079, 
11087, 11991,  and  11992  when  modified  in 
accordance  with  Fokker  Service  Bulletin  F28/ 
25-52.  Compliance  required  within  the  next 
100  hours  time  in  service.  To  preclude  loss  of 
aircraft  control,  inspect  and  install  larger 
bolts  to  secure  the  pilot  and  copilot  seat  track 
lock  stop  in  accordance  with  Parts  I  and  II  of 
the  Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/25-82  dated  January  1, 
1979.  Note.-^arts  I  and  n  of  Fokker  Service 
Bulletin  incorporate  by  reference  and  consist 
of  Ipeco  Service  Bulletin  AOOl-25-3  dated 
November  1, 1978. 

L  Applies  to  airplanes  with  S/N’s  11111, 
11112, 11114  throu^  lllia  lllia  11120 
through  11123, 11126  through  1112a  11130. 
11133, 11135, 11138  through  11142, 11144,  and 
11148.  Compliance  required  within  the  next 
500  hours  time  in  service.  To  facilitate 
emergency  egress,  establish  an  additional 
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escape  route  via  the  wing  trailing  edge  in 
accordance  with  the  Accomplishment 
Instructions  of  Fokker  Service  Bulletin  P28/ 
25-86  dated  February  15, 1981.  Note.— The 
disparity  of  serial  numbers  with  those  of 
related  paragraph  J.  above  is  due  to  the  fact 
that  the  change  was  incorporated  on  certain 
airplanes  prior  to  delivery  from  the  factory. 

M.  Applies  to  airplanes  with  S/N's  11003  to 
,  11022,  and  11991  to  11992.  Compliance 

required  within  the  next  100  hours  time  in 
service.  To  preclude  damage  to  electrical 
cable  looms  to  the  flap  asymmetry  synchro 
assemblies,  improve  cable  routing  and 
provide  protection  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/27-88  dated  ]une  23, 

1972. 

N.  Applies  to  airplanes  with  S/N’s  11003 
through  11041,  and  11991  through  11994 
modified  in  accordance  with  Fokker  Service 
Bulletin  F28/29-10.  Compliance  required 
within  the  next  100  hours  time  in  service.  To 
prevent  separation  of  the  drain  tube  from  the 
adaptor  and  resultant  damage  to  the 
hydraulic  accumulator,  install  adaptors  with 
metal  drain  tubes  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F28/29-21  dated  August  17. 
1971. 

O.  Applies  to  edrplanes  with  S/N's  11003 
through  11101  and  11991  through  11993. 
Compliance  required  within  the  next  100 
hours  time  in  service.  To  prevent  improper 
functioning  of  the  antiskid  system  due  to 
loose  wheel  speed  generators,  install 
generator  support  rings  in  accordance  with 
the  Accomplishment  instructions  of  Fokker 
Service  Bulletin  F28/32-117  dated  January  5, 
1976. 

P.  Applies  to  airplanes  with  S/N’s  11003 
through  11046, 11048  through  11081, 11083. 
11085  through  11101, 11103, 11105  through 
11107, 11991,  and  11992  when  modified  in 
accordance  with  Fokker  Service  Bulletin  F28/ 
32-116  and  to  airplanes  with  S/N’s  11047, 
11082, 11064. 11102, 11104,  and  11108  through 
11141.  Compliance  required  within  the  next 
500  hours  time  in  service.  To  preclude 
antiskid  system  malfunction,  replace  the  time 
delay  relays  in  accordance  with  the 
A^omplishment  Instructions  of  Fokker 
Service  Bulletin  F28/32-127  dated  March  14, 
1979, 

Q.  Applies  to  airplanes  with  S/N's  11003 
through  11066,  and  11991  through  11993. 
Compliance  required  within  the  next  500 
hours  time  in  service.  To  ensure  that  lighting 
for  all  instruments  remains  available  in  the 
event  one  AC  bus  f^ls,  modify  the  electrical 
systen)  in  accordance  with  Fokker  Service 
Bulletin  F28/33-11,  Revision  2,  dated  April  4. 
1975. 

R.  Applies  to  airplanes  with  S/N’s  11003 
through  11070,  and  11901  through  11993. 
Compliance  required  within  the  next  500 
hours  time  in  service.  To  prevent  smoke  in 
cockpit  due'  to  burning  out  of  ballast 
transformers,  relocate  the  ballast 
transformers  in  accordance  with  the 
Accomplishment  Instructions  of  Fokker 
Service  Bulletin  F26/33-16  dated  March  20. 
1974. 

S.  Applies  to  airplanes  with  S/N’s  11008, 
11014  to  11020, 11023, 11024,  and  11991. 
CompUanoe  required  within  the  next  100 


hours  time  in  service.  To  prevent  compass 
system  flag  warning  showing  on  wrong 
course  indicator,  current  installation  in 
accordance  with  the  Accomplishment 
Instructions  of  Fokker  Service  Bulletin  F28/ 
34-14,  Revision  2,  dated  January  27, 1972. 

Alternative  means  of  compliance  with  this 
AO,  which  provide  an  equivalent  level  of 
safety,  may  be  used  when  approved  by  the 
Chief,  Seattle  Area  Aircraft  Certification 
Office,  FAA  Northwest  Mountain  Region. 

Special  flight  permits  may  be  issued  in 
accordance  with  FAR  21.197  and  21.199  to 
operate  airplanes  to  a  base  for  the 
accomplishment  of  inspections  and/or 
modifications  required  by  this  AD. 

The  manufactiirer’s  specifications  and 
procedures  identified  and  described  in  this 
directive  are  incorporated  herein  and  made  a 
part  hereof  piu^uant  to  5  U.S.C.  552{a)(l]. 

All  persons  affected  by  this  proposal  who 
have  not  already  received  these  documents 
frt>m  the  manufacturer  may  obtain  copies 
upon  request  to  the  Service  Manager,  Fokker 
B.V.,  Box  7600,  Schiphol  Dost,  The 
Netherlands.  These  documents  also  may  be 
examined  at  FAA  Northwest  Mountain 
Region,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108. 

(Sec.  313(a),  601,  and  603,  Federal  Aviation 
Act  of  1958,  as  amended,  (49  U.S.C.  1354(a), 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c));  14 
CFR  11.85) 

Note. — ^The  FAA  has  determined  that  this 
proposed  regulation  involves  a  regulation 
which  is  not  considered  to  be  major  imder 
Executive  Order  12291  or  significant  under 
DOT  Regulatory  Policies  and  Procedures  (44 
FR 11034;  February  26, 1979),  and  will  not 
have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities  imder 
the  criteria  of  the  Regulatory  Flexibility  Act 
since  it  involves  few,  if  any,  such  entities.  A 
draft  evaluation  has  been  prepared  for  this 
proposed  regulation  and  has  been  placed  in 
the  docket.  A  copy  of  it  may  be  obtained  by 
contacting  the  person  identified  under  the 
caption  “FOR  FURTHER  INFORMA’HON 
CONTACT.” 

Issued  in  Seattle,  Washington,  on 
November  13, 1981. 

Robert  O.  Brown, 

Acting  Director,  Northwest  Mountain  Region. 
(FR  Doc.  81-33825  POed  11-25-81: 8:45  am] 
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14  CFR  Part  39 

[Docket  No.  81-NW-71-AD] 

Airworthiness  Directives;  Beli  Model 
206  Helicopters  With  Chadwick,  Inc. 
Model  C-22  Fuel  System  Installed  per 
STC  SH130WE 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Notice  of  proposed  rulemaking. 

summary:  This  notice  proposes  a  new 
Airworthiness  Directive  (AD)  which 
requires  installation  of  C-22-FM  Flow 


Monitoring  Kits  on  the  Chadwidc 
Auxiliary  Fuel  System  installed  on  Bell 
206  helicopters  per  STC  SH139WE.  This 
modification  is  required  to  provide  early 
warning  of  auxiliary  fuel  transfer  pump 
failure  and  the  associated  decrease  in 
usable  auxiliary  fuel 
date:  Comments  must  be  received  on  or 
before  January  15, 1982.  Compliance 
schedule  as  prescribed  in  the  body  of 
the  AD  unless  already  accomplished. 

ADDRESSES:  The  applicable  service 
information  may  be  obtained  from 
Chadwick,  Inc.,  11969  S.W.  Herman 
Road,  Sherwood,  Oregon  97140.  This 
information  also  may  be  examined  at 
FAA  Northwest  Mountain  Region,  9010 
East  Marginal  Way  South,  Seattle, 
Washington  98108. 

FDR  FURTHER  INFDRMATKMi  CDNTACT: 

Mr.  Paul  F.  Hawkins,  Aerospace 
Engineer,  Propulsion  Branch,  ANM- 
140S,  FAA  Northwest  Mountain  Region; 
Seattle  Area- Aircraft  Certification 
Office,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108,  telephone 
(206)  767-2520. 

SUPPLEMENTARY  INFDRMATIDN: 

Comments  Invited 

Interested  persons  are  invited  to 
participate  in  the  making  of  the 
proposed  rule  by  submitting  such 
written  data,  views,  or  arguments  as 
they  may  desire.  Communications 
should  identify  the  regulatory  docket  or 
notice  niunber  and  be  submitted  in 
duplicate  to  the  address  specified 
above.  All  communications  received  on 
or  before  the  closing  date  for  conunents 
specified  above  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rule.  The  proposals 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 
both  before  and  after  the  closing  date 
for  comments  in  the  Rules  Docket  for 
examination  by  interested  persons.  A 
report  summarizing  each  FAA/public 
contact  concerned  with  the  substance  of 
this  proposal  will  be  filed  in  the  Rules 
Docket. 

Availability  of  NPRM’s 

Any  person  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Northwest 
Mountain  Region,  Office  of  the  Regional 
Counsel,  Attention:  Airworthness 
Directive  Rules  Docket  No.  81-NW-71- 
AD,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108. 
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Discussion 

The  Chadwick  auxiliary  fuel  system 
(C-22]  consists  of  two  skid  mounted 
tanks,  a  fuel  pump  in  each  tank  and  a 
cross-feed  tine  between  tanks  to  allow 
operation  with  only  one  pump.  In 
preparation  for  ah  extended  overwater 
flight,  one  operator  discovered  that  the 
loss  of  a  single  auxiliary  boost  pump 
decreased  the  usable  auxiliary  fuel  by 
12  to  18  gallons.  These  results  were 
confirmed  by  test  at  the  manufacturer’s 
facility  and  identified  the  cross-feed 
system  as  limiting.  The  Auxiliary  Fuel 
System  provides  no  warning  of  an 
auxiliary  fuel  pump  failure  and  the 
associated  decrease  in  usable  auxiliary 
fuel. 

To  alleviate  this  unsafe  condition,  the 
C-22-FM  Flow  Monitoring  Kit  was 
developed.  This  kit  installs  a  pressure 
switch  on  the  output  side  of  each 
auxiliary  fuel  pump  and  will  light 
warning  lights  when  either  pump  stops 
pumping.  Thus,  the  lights  provide  the 
pilot  with  an  early  warning  of  a  pump 
kilure  and  the  associated  decrease  in 
usable  auxiliary  fuel. 

It  is  estimated  that  no  more  than  75 
helicopters  will  be  affected  by  this  AD, 
that  it  will  take  approximately  four  man¬ 
hours  per  airplane  to  accomplish  the 
required  actions,  and  that  the  average 
labor  cost  will  be  $35  per  man-hour. 
Repair  parts  are  estimated  at  $170  per 
airplane.  Based  on  these  figures,  the 
total  cost  impact  of  this  AD  is  estimated 
to  be  no  more  than  $23,500.  For  these 
reasons,  the  proposed  rule  is  not 
considered  to  be  a  major  rule  under  the 
criteria  of  Executive  Order  12291. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13]  by  adding  the 
following  new  Airworthiness  Directive: 

Bell:  Applies  to  Bell  Model  206  Helicopters 
with  Chadwick  C-22  Auxiliary  Fuel 
System  installed  per  Supplemental  Type 
Certificate  SH139WE.  Compliance  is 
required  as  indicated. 

To  provide  early  warning  of  auxiliary  fuel 
transfer  pump  malfunction  and  the  associated 
decrease  in  usable  auxiliary  fuel,  accomplish 
the  following,  unless  already  accomplished: 

1.  Within  30  days  after  the  effective  date  of 
this  AD,  unless  already  accomplished,  install 
a  placard  (per  Chadwick  Service  Bulletin  20- 
81-01)  limiting  usable  fuel  to  half  the  amount 
in  the  auxiliary  tanks  at  takeoff. 

2.  Within  300  hours  time-in-service  or  six 
months  from  the  effective  date  of  this  AD, 
whichever  occurs  first  install  the  C-22-FM 
Flow  Monitoring  Kit  in  accordance  with 
Chadwick  Service  Bulletin  20-81-01  dated 
October  6, 1981.  The  placard  installed  per  1 
above  may  be  removed. 


3.  Alternate  modiBcations  or  other  actions 
which  provide  an  equivalent  level  of  safety 
may  be  used  when  approved  by  the  Chief, 
Seattle  Area  Aircraft  Certification  Office, 

FAA  Northwest  Mountain  Region. 

The  manufacturer’s  specificatuHis  and 
procedures  identified  and  described  in  this 
directive  are  incorporated  herein  and  made  a 
part  hereof  pursuant  to  5  U.S.C  552(a)(1). 

All  persons  affected  by  this  proposal  who 
have  not  already  receiv^  these  documents 
from  the  manufacturer  may  obtain  copies 
upon  request  to  Chadwick,  Inc.,  11968  S.W. 
Herman  Road,  Sherwood,  Oregon  97140. 
These  documents  also  may  be  examined  at 
FAA  Northwest  Mountain  Region,  9010  East 
Marginal  Way  South,  Seattle,  Washington 
9810a 

(Secs.  313(a),  601,  and  603,  Federal  Aviation 
Act  of  195^  as  amended  (49  U.S.C.  1354(a), 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c));  and  14 
CFR  11.85) 

Note. — ^The  FAA  has  determined  that  this 
document  involves  a  proposed  regulation  that 
is  not  major  under  the  provisions  of 
Executive  Order  12291,  because  of  its 
minimal  economic  impact  as  summarized 
earlier  in  this  document  It  has  been  further 
determined  that  this  proposed  regulation  is 
not  significant  under  DOT  Regulatory  Policies 
and  Procedures  (44  FR 11034;  February  26, 
1979).  A  copy  of  the  draft  regulatory 
evaluation  for  this  action  is  contained  in  the 
regulatory  docket  A  copy  of  it  may  be 
obtained  by  contacting  the  person  identified 
above  under  the  caption  “FOR  FURTHER 
INFORMATION  CONTACT."  In  addition,  it 
has  been  determined  under  the  criteria  of  the 
Regulatory  Flexibility  Act  that  this  proposed 
rule,  at  promulgation,  will  not  have  a 
significant  impact  on  a  substantial  number  of 
small  entities,  since  it  involves  few,  if  any. 
small  entitles. 

Issued  in  Seattle,  Washington,  on 
November  16, 1981. 

Charles  R.  Foster, 

Director,  Northwest  Mountain  Region. 

(FR  Doc.  81-34159  Filed  11-SS-Sl;  8:43  am) 

8ILUNO  CODE  4910-13-M 


14  CFR  Part  39 

[Docket  No.  81-NW-78-AD] 

Airworthiness  Directives;  Hughes 
Model  369  Helicopters  With  Chadwick, 
Inc.  Model  C-20  Fuel  System  Installed 
per  STC  SH129WE 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Notice  of  proposed  rulemaking. 

summary:  ’This  notice  proposes  a  new 
Airworthiness  Directive  (AD)  which 
requires  installation  of  C-20-FM  Flow  • 
Monitoring  Kits  on  the  Chadwick 
Auxiliary  Fuel  System  installed  on 
Hughes  369  helicopters  per  STC 
SH129WE.  'This  modification  is  required 
to  provide  early  warning  of  auxiliary 
fuel  transfer  pump  failure  and  the 


associated  decrease  in  usable  auxiliary 
fuel. 

DATE:  Comments  must  be  received  on  or 
before  January  15, 1982.  Compliance 
schedule  as  prescribed  in  the  body  of 
the  AD  unless  already  accomplished. 
addresses:  The  applicable  service 
information  may  be  obtained  from 
Chadwick,  Inc.,  11969  S.W.  Herman 
Road.  Sherwood,  Oregon  97140.  This 
information  also  may  be  examined  at 
FAA  Northwest  Mountain  Region,  9010 
East  Marginal  Way  South,  Seattle, 
Washington  98108. 

FOR  FURTHER  INFORMATION  CONTACT: 

Mr.  Paul  F.  Hawkins,  Aerosp  ce 
Engineer,  Propulsion  Branch,  ANM- 
140S,  FAA  Northwest  Mountain  Region, 
Seattle  Area  Aircraft  Certification 
Office,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108,  telephone 
(206)  767-2520. 

SUPPLEMENTARY  INFORMATION: 
Comments  Invited 

Interested  persons  are  invited  to 
participate  in  the  making  of  the 
proposed  rule  by  submitting  such 
written  data,  views,  or  arguments  as 
they  may  desire.  Communications 
should  identify  the  regulatory  docket  or 
notice  munber  and  be  submitted  in 
duplicate  to  the  address  specified 
above.  All  communications  received  on 
or  before  the  closing  date  for  comments 
specified  above  will  be  considered  by 
the  Administrator  before  taking  action 
on  the  proposed  rule.  The  proposals 
contained  in  this  notice  may  be  changed 
in  the  li^t  of  comments  received.  All 
comments  submitted  will  be  available 
both  before  and  after  the  closing  date 
for  comments  in  the  Rules  Docket  for 
examination  by  interested  persons.  A 
report  summarizing  each  FAA/public  - 
contact  concerned  with  the  substance  of 
this  proposal  will  be  filed  in  the  Rules 
Docket 

Availability  of  NPRM’s 

Any  person  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Northwest 
Mountain  Region,  Office  of  the  Regional 
Counsel,  Attention:  Airworthiness 
Directive  Rules  Docket  No.  81-NW-78- 
AD,  9010  East  Marginal  Way  South, 
Seattle,  Washington  98108. 

Discussion 

The  Chadwick  auxiliary  fuel  system 
(C-20)  consists  of  two  skid  mounted 
tanks,  a  fuel  pump  in  each  tank  and  a 
cross-feed  line  between  tanks  to  allow 
operation  with  only  one  pump.  In 
preparation  for  an  extended  overwater 
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flight,  one  operator  discovered  that  the 
loss  of  a  sin^e  auxiliary  boost  pump 
decreased  the  usable  auxiliary  fuel  by 
12  to  18  gallons.  These  results  were 
conflrmed  by  test  at  the  manufacturer’s 
facility  and  identified  the  cross-feed 
system  as  limiting.  The  Auxiliary  Fuel 
System  provides  no  warning  of  an 
auxiliary  fuel  pump  failure  and  the 
associated  decrease  in  usable  auxiliary 
fuel. 

To  alleviate  this  unsafe  condition,  the 
C-20-FM  Flow  Monitoring  Kit  was 
developed.  This  kit  installs  a  pressure 
switch  on  the  output  side  of  each 
auxiliary  fuel  pump  and  will  light 
warning  lights  when  either  pump  stops 
pumping.  Thus,  the  lights  provide  the 
pilot  with  an  early  warning  of  a  pump 
failure  and  the  associated  decrease  in 
usable  auxiliary  fuel. 

It  is  estimated  that  no  more  than  15 
helicopters  will  be  affected  by  this  AD, 
that  it  will  take  approximately  four  man¬ 
hours  per  airplane  to  accomplish  the 
required  actioas,  and  that  the  average 
labor  cost  will  be  $35  per  man-hour. 
Repair  parts  are  estimated  at  $170  per 
airplane.  Based  on  these  figures,  the 
total  cost  impact  of  this  AD  is  estimated 
to  be  no  more  than  $4,650.  For  these 
reasons,  the  proposed  rule  is  not 
considered  to  be  a  major  rule  under  the 
criteria  of  Executive  Order  12291. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  (14  CFR  39.13]  by  adding  the 
following  new  Airworthiness  Directive: 

Hughes:  Applies  to  Hughes  Model  369 
Helicopters  with  Chadwick  C-20 
Auxiliary  Fuel  System  installed  per 
Supplemental  Type  Certificate 
SH129WE.  Compliance  is  required  as 
indicated. 

To  provide  early  wpming  of  auxiliary  fuel 
transfer  pump  malfunction  and  the  associated 
decrease  in  usable  auxiliary  fuel,  accomplish 
the  following,  unless  already  accomplished: 

1.  Within  30  days  after  the  effective  date  of 
this  AD,  unless  already  accomplished,  install 
a  placard  (per  Chadwick  Service  Bulletin  20- 
81-01]  limiting  usable  fuel  to  half  the  amount 
in  the  auxiliary  tanks  at  takeofi. 

2.  Within  300  hours  time-in-service  or  six 
months  from  the  effective  date  of  this  AD, 
whichever  occurs  first,  install  Ithe  C-20-FM 
Flow  Monitoring  Kit  in  accordance  with 
Chadwick  Service  Bulletin  20-81-01  dated 
October  6, 1981.  The  placard  installed  per  1 
above  may  be  removed. 

3.  Alternate  modifications  or  other  actions 
which  provde  an  equivalent  level  of  safety 
may  be  used  when  approved  by  the  Chief, 
Seattle  Area  Aircraft  Certification  Office, 
FAA  Northwest  Mountain  Region. 

The  manufacturer’s  specifications  and 
procedures  identified  and  described  in  this 
directive  are  incorporated  herein  and  made  a 
part  hereof  pursuant  to  5  U.S.C.  552(a)(1). 


All  persons  affected  by  this  proposal  who 
have  not  already  received  these  documents 
fiom  the  manufacturer  may  obtain  copies 
upon  request  to  Chadwick,  Inc.,  11969  S.W. 
Herman  Road,  Norwood,  Oregon  97140. 

These  documents  also  may  be  examined  at 
FAA  Northwest  Mountain  Region,  9010  East 
Marginal  Way  South,  Seattle,  Washington 
98108. 

(Secs.  313(a),  801,  and  603,  Federal  Aviation 
Act  of  1958,  as  amended  (49  U.S.C.  1354(a}, 
1421,  and  1423);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.  C.  1655(c));  and 
14  CFR  11.85) 

Note. — ^The  FAA  has  determined  that  this 
document  involves  a  proposed  regulation  that 
is  not  major  imder  the  provisions  of 
Executive  Order  12291,  because  of  its 
minimal  economic  impact,  as  summarized 
earlier  in  this  document  It  has  been  further 
determined  that  this  proposed  regulation  is 
not  significant  under  DOT  Regulatory  Policies 
and  Procedures  (44  FR 11034;  February  26, 
1979).  A  copy  of  the  draft  regulatory 
evaluation  for  this  action  is  contained  in  the 
regulatory  docket.  A  copy  of  it  may  be 
obtained  by  contacting  the  person  identified 
above  under  the  caption  “FOR  FURTHER 
INFORMATION  CONTACT.”  In  addition,  it 
has  been  determined  under  the  criteria  of  the 
Regulatory  Flexibility  Act  that  this  proposed 
rule,  at  promulgation,  will  not  have  a 
significant  impact  on  a  substantial  number  of 
small  entities,  since  it  involves  few,  if  any, 
small  entities. 

Issued  in  Seattle,  Washington,  on 
November  16, 1981. 

Charles  R.  Foster, 

Director,  Northwest  Mountain  Region. 

[FR  Doc.  81-34161  Filed  11-25-81: 8:45  am] 

BILUNO.CODE  4910-13-11 

14  CFR  Part  71 

[Airspace  Docket  No.  81-ACE-4] 

Transition  Area;  Benton,  Kansas; 
Proposed  Designation 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 

ACTION:  Notice  of  proposed  rulemaking 
(NPRM). 

SUMMARY:  This  notice  proposes  to 
designate  a  700-foot  transition  area  at 
Benton,  Kansas,  to  provide  controlled 
airspace  for  aircraft  executing  a  new 
instrument  approach  procedure  to  the 
Benton,  Kansas  Airport,  utilizing  the 
Wichita  VORTAC  as  a  navigational  aid. 
date:  Comments  must  be  received  on  ot 
before  January  4, 1982. 

ADDRESSES:  Send  comments  on  the 
proposal  to:  Federal  Aviation 
Administration,  Chief,  Operations, 
Procedures  and  Airspace  Branch,  Air 
Traffic  Division,  ACE-530, 801  East  12th 
Street,  Kansas  City,  Missouri  64106, 
Telephone  (816)  374-3408. 

The  official  docket  may  be  examined 
at  the  Office  of  the  Regional  Counsel, 


Central  Region,  Federal  Aviation 
Administration,  Room  1558, 601  East 
12th  Street,  Kansas  City,  Missouri. 

An  informal  docket  may  be  examined 
at  the  Office  of  the  Chief,  Operations, 
Procedures  and  Airspace  Bi^ch,  Air 
Traffic  Division. 

FOR  FURTHER  INFORMATION  CONTACT: 

Charles  M.  Bumstead,  Chief,  Airspace 
and  Procedures  Section,  Operations, 
Airspace  and  Procedures  Branch,  Air 
Traffic  Division,  FAA,  Central  Region, 

601  East  12th  Street,  Kansas  City, 
Missouri  64106,  Telephone  (816)  374- 
3408. 

SUPPLEMENTARY  INFORMATION: 

Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desire.  Communications 
should  identify  the  airspace  docket 
number,  and  be  submitted  in  duplicate 
to  the  Operations,  Procedures  and 
Airspace  Branch,  Air  Traffic  Division, 
Federal  Aviation  Administration,  601 
East  12th  Street,  Kansas  City,  Missouri 
64106.  All  communications  received  on 
or  before  January  4, 1982  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment  The  proposal 
contained  in  this  Notice  may  be  changed 
in  light  of  the  comments  received.  All 
comments  received  will  be  available 
both  before  and  after  the  closing  date 
for  comments  in  the  Rules  Docket  for 
examination  by  interested  persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
NPRM  by  submitting^a  request  to  the 
Federal  Aviation  Administration, 
Operations,  Procedures  and  Airspace 
Branch,  601  East  12th  Street,  Kansas 
City,  Missouri  64106  or  by  calling  (816) 
374-3408, 

Communications  must  identify  the 
notice  number  of  this  NPRM.  Persons 
interested  in  being  placed  on  a  mailing 
list  for  further  NPR^  should  also 
request  a  copy  of  Advisory  Circular  No. 
11-2  which  describes  the  application 
procedure. 

The  Proposal 

The  FAA  is  considering  an 
amendment  to  Subpart  G,  Section  71.181 
of  the  Federal  Aviation  Regulations  (14 
CFR  71.181]  by  designating  a  700-foot 
transition  area  at  Benton,  Kansas.  To 
enhance  airport  usage,  a  new  instrument 
approach  procedure  is  being  developed 
for  the  Benton,  Kansas  Airport,  utilizing 
the  Wichita  VORTAC  as  a  navigational 
aid.  This  radio  facility  will  provide  new 
navigational  guidance  for  aircraft 
utilizing  the  airport.  The  establishment 
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of  a  new  instrument  approach  procedure 
based  on  this  navigational  aid  entails 
designation  of  a  transition  area  at 
Benton,  Kansas,  at  and  above  700  feet 
above  ground  level  (AGL)  within  which 
aircraft  are  provided  air  traffic  control 
service.  Transition  areas  are  designed  to 
contain  IFR  operations  in  controlled 
airspace  during  portions  of  the  terminal 
operation  and  while  transiting  between 
the  terminal  and  en  route  environment. 
The  intended  effect  of  this  action  is  to 
ensure  segregation  of  aircraft  using  the 
approach  procedure  under  Instrument 
Flight  Rules  (IFR)  and  other  aircraft 
operating  under  Visual  Flight  Rules 
(VFR). 

The  Proposed  Amendment 

Accordingly,  Federal  Aviation 
Administration  proposes  to  amend 
Subpart  G,  §  71.181  of  the  Federal 
Aviation  Regulations  (14  CFR  71.181)  as 
republished  on  January  2, 1981  (46  FR 
540),  by  adding  the  following  new 
transition  area: 

Benton,  Kansas 

That  airspace  extending  upward  from  700 
feet  above  the  surface,  within  a  hve  statute 
mile  radius  of  Benton  Airport,  Kansas 
(Latitude  37°  48'  45"N,  Longitude  97°  06’ 

45"W)  and  4.5  statute  miles  each  side  of  the 
Wichita  VORTAC  070°  radial  extending  from 
the  5  statute  mile  radius  area  of  the  Benton 
Airport  to  26.5  statute  miles  NE  of  the 
W  ichita  VORTAC,  excluding  that  portion  of 
the  airspace  which  overlies  the  Wichita, 
Kansas  transition  area. 

(Sec.  307(a),  Federal  Aviation  Act  of  1956  as 
amended  (49  U.S.C.  1348);  Sec.  6(c), 
Department  of  Transportation  Act  (49  U.S.C. 
1655(c));  Sec.  11.65  of  the  Federal  Aviation 
Regulations  (14  CFR  11.65)) 

Note.-— The  FAA  has  determined  that  this 
proposed  regulation  only  involves  an 
established  body  of  technical  regulations  for 
which  frequent  and  routine  amendments  are 
necessary  to  keep  them  operationally  current. 
It.  therefore — (1)  is  not  a  “major  rule"  under 
Executive  Order  12291;  (2)  is  not  a 
"significant  rule"  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal;  (4)  is 
appropriate  to  have  a  comment  period  of  less 
than  45  days;  and  (5)  at  promulgation,  will 
not  have  a  significant  economic  impact  on  a 
substantial  number  of  small  entities  under 
the  criteria  of  the  Regulatory  Flexibility  Act. 

Issued  in  Kansas  City,  Missouri,  on 
November  17, 1981. 

Murray  E.  Smith, 

Director,  Central  Region. 

|FR  Doc.  34160  Filed  11-25-81;  8:46  amj 

BILUNQ  CODE  4S10-13-M 


14  CFR  Part  71 

[Airspace  Docket  No.  81-ANW-10] 

Proposed  Alteration  of  VOR  Federal 
Airways;  Portland,  Oreg. 

agency:  Federal  Aviation 
Administration  (FAA),  DOT. 
action:  Notice  of  proposed  rulemaking. 

SUMMARY:  This  notice  proposed  to  alter 
several  VOR  Federal  Airways  in  the 
vicinity  of  Portland,  OR.  These  airway 
changes  are  in  support  of  our 
commitment  to  the  International  Civil 
Aviation  Organization  (ICAO)  to 
eliminate  alternate  airway  designations 
from  the  National  Airspace  System.  This 
action  would  eliminate  alternate 
airways  in  Portland  by  assigning  them 
new  numbers. 

DATES:  Comments  must  be  received  on 
or  before  December  28, 1981. 
addresses:  Send  comments  on  the 
proposal  in  triplicate  toi  Director,  FAA 
Northwest  Mountain  Region,  Attention: 
Chief,  Air  Traffic  Division,  Docket  No. 
81-ANW-lO,  Federal  Aviation 
Administration,  FAA  Building,  Boeing 
Field,  Seattle,  WA  98108. 

The  official  docket  may  be  examined 
in  the  Rules  Docket,  weekdays,  except 
Federal  holidays  between  8:30  a.m.  and 
5:00  p.m.  The  FAA  Rules  Docket  is 
located  in  the  Office  of  the  Chief 
Counsel,  Room  916, 800  Independence 
Avenue,  SW,  Washington,  D.C. 

An  informal  docket  may  be  examined 
during  normal  business  hours  at  the 
office  of  the  Regional  Air  Traffic 
Division. 

FOR  FURTHER  INFORMATION  CONTACT. 

Lewis  W.  Still,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591; 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION: 
Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desire.  Comments  that 
provide  the  factual  basis  supporting  the 
views  and  suggestions  presented  are 
particularly  helpful  in  developing 
reasoned  regulatory  decisions  on  the 
proposal.  Comments  are  speciHcally 
invited  on  the  overall  regulatory, 
economic,  environmental,  and  energy 
aspects  of  the  proposal. 
Communications  should  identify  the 
airspace  docket  and  be  submitted  in 
tripUcate  to  the  address  listed  above. 
Commenters  wishing  the  FAA  to 


acknowledge  receipt  of  their  comments  • 
on  this  notice  must  submit  with  those 
comments  a  self-addressed,  stamped 
postcard  on  which  the  following 
statement  is  made:  "Comments  to 
Airspace  Docket  No.  81-ANW-lO."  The 
postcard  will  be  date/time  stamped  and 
returned  to  the  commenter.  All 
commimications  received  before  the 
specified  closing  date  for  comments  will 
be  considered  before  taking  action  on 
the  proposed  rule.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 
for  examination  in  the  Rules  Docket 
before  and  after  the  closing  date  for 
comments.  A  report  summarizing  each 
substantive  public  contact  with  FAA 
personnel  concerned  with  this 
rulemaking  will  be  filed  in  the  docket. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Office  of 
Public  Affairs,  Attention:  Public 
Information  Center,  APA-430,  900 
Independence  Avenue,  SW., 

Washington,  D.C.,  20591,  or  by  calling 
(202)  426-8058.  Communications  must 
identify  the  docket  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisory  Circular  No.  11-2  which 
describes  the  application  procedures. 

The  Proposal 

The  FAA  is  considering  an  i 

amendment  to  §  71.123  and  §  71.125  of 
Part  71  of  the  Federal  Aviation 
Regulations  (14  CFR  Part  71)  to  alter 
several  VOR  Federal  Airways  and 
designate  several  VOR  airways  in  the 
vicinity  of  Portland,  OR.  These  airway 
changes  are  in  support  of  our  agreement 
with  ICAO  to  eliminate  alternate 
airways  from  the  National  Airspace 
System.  This  would  aid  flight  planning 
and  enhance  air  traffic  control.  Sections 
71.123  and  71.125  of  Part  71  were 
republished  on  January  2, 1981  (46  FR 
409  and  443). 

Proposed  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  71.123  and  §  71.125  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71)  as 
republished  (46  FR  409)  and  46  FR  443) 
as  follows:  Under  §  71.123. 

1.  V-23  (Amended) 

By  deleting  the  words  “Fort  Jones,  CA; 
Medford,  OR,  including  an  east  alternate 
via  INT  Fort  Jones  041'  and  Medford 
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157°  radials;  Eugene,  OR;  Portland,  OR, 
including  an  east  alternate  and  including 
a  west  alternate  from  Fort  Jones  to 
Portland  via  INT  Fort  Jones  340°  and 
Rosebiug,  OR,  174°  radials,  Roseburg, 

INT  Roseburg  355°  and  Corvallis,  OR, 

19&°  radials,  Corvallis  and  Newburg, 

OR:  20  miles,  45  MSL  INT  Portland  350° 
and  Seattle,  WA,  197°  radials;  21  miles, 

45  MSL,  Seattle,  including  an  east 
alternate  from  Portland  to  Seattle  via 
direct  radials;”  and  substituting  for  them 
the  words  “Fort  Jones,  CA;  Medford, 

OR;  Eugene,  OR;  Portland,  OR;  INT 
Portland  350°  and  Seattle,  WA,  197° 
radials;  21  miles,  45  MSL,  Seattle;” 

2.  V-448  [Amended] 

By  deleting  the  words  “From  Portland, 
OR,  via”  and  substituting  the  words 
“From  Medford,  OR,  via  Roseburg,  OR; 
INT  Roseburg  003°  and  Eugene,  OR,  187° 
radials,  Eugene;  INT  Eugene  030°  and 
Portland,  OR,  180°  radials,  Portland;” 

3.  V-481  [New] 

By  adding  “V-481  From  Eugene,  OR, 
via  Corvallis,  OR,  to  INT  Corvallis  351°T 
(331  °M)  and  Newberg,  OR,  203°T{183° 

M)  radials.” 

4.  V-495  [New] 

By  adding  “V-495  From  Victoria, 

British  Columbia,  Canada,  via  Seattle, 
WA;  Portland,  OR;  Newberg,  OR; 
Corvallis,  OR;  INT  Corvallis 
195°T(174°M)  and  Roseburg,  OR, 
355°T(335°M)  Roseburg;  INT  Rosebmg 
174°T(154°Mj  and  Fort  Jones,  CA, 
340°T(327°M)  radials,  to  Fort  Jones.  The 
airspace  within  Canada  is  excluded.” 

Under  Section  71.125. 

V-440  [Amended] 

By  deleting  the  words  “From  Seattle, 
WA,  to  Victoria,  British  Columbia, 
Canada.”  and  substituting  the  words 
“From  Victoria,  British  Columbia, 
Canada.” 

(Secs.  307(a],  313(a],  and  1110,  Federal 
AviaHon  Act  of  1958  (49  U.S.C.  1348(a), 
1345(a),  and  1510);  Executive  Order  10854  (24 
FR  9565);  Sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)):  and  14 
CFR  11.65) 

Note. — The  FAA  has  determined  that  this 
proposed  regulation  only  involves  an 
established  body  of  technical  regulations  for 
which  frequent  and  routine  amendments  are 
necessary  to  keep  them  operationally  current. 
It,  therefore — (1)  is  not  a  “major  rule"  imder 
Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  and  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  afreet  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule,  when  promulgated, 
will  not  have  a  signiheant  ecomomic  impact 
on  a  substantial  number  of  small  entities 
under  the  criteria  of  the  Regulatory  Flexibility 
Act. 


Issued  in  Washington,  D.C.,  on  November 
20. 1981. 

John  W.  Baier, 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

|Fr  Doc.  81-34156  Filed  11-25-81;  8:45  am] 
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14  CFR  Part  71 

(Airspace  Docket  No.  81-AEA-65] 

Proposed  Renumbering  of  Federal 
Airways 

agency:  Federal  Aviation 
Administration  (FAA],  DOT. 
action:  Notice  of  proposed  rulemaking. 

summary:  This  notice  proposes  to 
renumber  certain  alternate  VOR  Federal 
Airways  in  the  eastern  part  of  the  U.S. 
This  action  would  eliminate  the 
assignment  of  alternate  airway 
segments  for  the  affected  airways.  It  is 
in  accordance  with  international  Civil 
Aviation  Organization  (ICAO) 
agreement  to  phase  out  alternate 
airways  from  the  National  Airspace 
System. 

date:  Comments  must  be  received  on  or 
before  December  28, 1981. 

ADDRESS:  Send  comments  on  the 
proposal  in  triplicate  to:  Director,  FAA 
Eastern  Region,  Attention:  Chief,  Air 
Traffic  Division,  Docket  No.  81-AEA-65, 
Federal  Aviation  Administration, 
Federal  Building,  John  F.  Kennedy 
International  Airport,  Jamaica,  NY 
11430. 

The  official  docket  may  be  examined 
in  the  Rules  Docket,  weekdays,  except 
Federal  holidays,  between  8:30  a.m.  and 
5:00  p.m.  The  FAA  Rules  Docket  is 
located  in  the  Office  of  the  Chief 
Counsel,  Room  916,  800  Independence 
Avenue,  SW.,  Washington,  D.C. 

An  informal  docket  may  be  examined 
during  normal  business  hours  at  the 
office  of  the  Regional  Air  TraflRc 
Division. 

FOR  FURTHER  INFORMAHON  CONTACT: 

John  Watterson,  Airspace  Regulations 
and  Obstructions  Branch  (AAT-230), 
Airspace  and  Air  Traffic  Rules  Division, 
Air  Traffic  Service,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW,  Washington,  D.C.  20591: 
telephone:  (202)  426-8783. 
SUPPLEMENTARY  INFORMATION: 
Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desire.  Comments  that 
provide  the  factual  basis  supporting  the 
views  and  suggestions  presented  are 


particularly  helpful  in  developing 
reasoned  regulatory  decisions  on  the 
proposal.  Comments  are  specifically 
invited  on  the  overall  regulatory, 
economic,  environmental,  and  energy 
aspects  of  the  proposal. 

Communications  should  identify  the 
airspace  docket  and  be  submitted  in 
triplicate  to  the  address  listed  above. 
Commenters  wishing  the  FAA  to 
acknowledge  receipt  of  their  comments 
on  this  notice  must  submit  with  those 
comments  a  self-addressed,  stamped 
postcard  on  which  the  following 
statement  is  made:  “Comments  to 
Airspace  Docket  No.  81-AEA-65.”  llie 
postcard  will  be  date/ time  stamped  and 
returned  to  the  commenter.  All 
communications  received  before  the 
specified  closing  date  for  comments  will 
be  considered  before  taking  action  on 
the  proposed  rule.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available 
for  examination  in  the  Rules  Docket 
before  and  after  the  closing  date  for 
comments.  A  report  summarizing  each 
substantive  public  contact  with  FAA 
personnel  concerned  with  this 
rulemaking  will  be  filed  in  the  docket. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
Notice  of  Proposed  Rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Office  of 
Public  Affairs,  Attention:  Public 
Information  Center,  APA-430, 800 
Independence  Avenue,  SW., 

Washington,  D.C.  20591,  or  by  calling 
(202)  426-8058.  Communications  must 
identify  the  docket  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future 
NPRM's  should  also  request  a  copy  of 
Advisory  Circular  No.  11-2  which 
describes  the  application  procedures. 

The  Proposal 

The  FAA  is  considering  an 
amendment  to  $  71.123  of  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  to  renumber  V-93E,  V-143S,  V- 
162S,  V-222N,  V-375N,  and  V-433E. 
There  would  be  no  change  in  the  amount 
of  designated  controlled  airspace  as  a 
result  of  this  action.  The  alternate 
airway  segments  are  numbered  to 
eliminate  the  use  of  alternate  airway 
assignments.  This  action  would  be  in 
accordance  with  ICAO  agreement  to 
phase  out  alternate  airways  from  the 
National  Airspace  System.  Section 
71.123  of  Part  71  was  republished  on 
January  2, 1981  (46  FR  409). 
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Proposed  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  71.123  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71)  as 
republished  (46  FR  409]  as  follows: 

1.  V-93  [Amended] 

By  deleting  the  words  “including  an  E 
alternate  via  the  INT  of  Baltimore  034° 
and  Lancaster  181°  radials;" 

2.  V-499  [Amended] 

By  deleting  the  words  “From  Lancaster, 

PA,”  and  substituting  the  words  “From 
Baltimore,  MD,  via  INT  of  Baltimore  034° 
and  Lancaster,  PA,  181°  radials; 
Lancaster,” 

3.  V-143  [Amended] 

By  deleting  the  words  “including  an  S 
alternate  via  Westminister,  MD;” 

4.  V-457  [New] 

By  adding  “V-457  From  Lancaster,  PA  via 
Westminister,  MD;  to  Martinsburg,  WV.” 

5.  V-162  [Amended] 

By  deleting  the  words,  “including  a  S 
alternate  via  INT  Harrisburg  0.87°  and 
East  Texas  225°  radials” 

6.  V-222  [Amended] 

By  deleting  the  words  “including  an  N 
alternate  from  Lynchburg  via 
Gordonsville,  VA.” 

7.  V-476  [New] 

By  adding  “V-476  From  Lynchburg,  VA,  via 
Gordonsville,  VA  to  INT  Brooke,  VA 
045°  and  Richmond,  VA,  009°  radials.” 

8.  V-375  [Amended] 

By  deleting  the  words  including  a  N 
alternate  via  the  INT  Roanoke  035°  and 
Montebello,  VA  250°  and  Montebello, 
VA.” 

9.  V-473  [New] 

By  addling  “V-473  From  Roanoke,  VA  via 
INT  Roanoke  035°  and  Montebello,  VA 
250°  radials;  Montebello;  Gordonsville, 
VA.” 

10.  V-433  [Amended] 

By  deleting  the  words,  “including  an  E 
alternate  via  FATIMA  058°  and  Yardley 
196°  radials" 

11.  V-479  [New] 

By  adding  “V-479  From  FATIMA,  DE,  via 
INT  FATIMA  058°  and  Yardley,  PA,  196° 
radials;  to  yardley,” 

(Secs.  307(a)  and  313(a),  Federal  Aviation  Act 
of  1958  (49  U.S.C.  1348(a)  and  1354(a));  Sec. 
6(c),  Department  of  Transportation  Act  (49 
U.S.C.  1655(c));  and  14  CFR  11.65) 

Note.— The  FAA  has  determined  that  this 
proposed  regulation  only  involves  an 
established  body  of  technical  regulations  for 
which  frequent  and  routine  amendments  are 
necessary  to  keep  them  operationally  current. 
It,  therefore — (1)  is  not  a  “major  rule”  under 
Executive  Order  12291;  (2)  is  not  a 
“significant  rule”  under  DOT  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979);  and  (3)  does  not  warrant 
preparation  of  a  regulatory  evaluation  as  the 
anticipated  impact  is  so  minimal.  Since  this  is 
a  routine  matter  that  will  only  affect  air 
traffic  procedures  and  air  navigation,  it  is 
certified  that  this  rule,  when  promulgated, 
will  not  have  a  signiBcant  economic  impact 
on  a  substantial  number  of  small  entities 


under  the  critieria  of  the  Regulatory 
Flexibility  Act. 

Issued  in  Washington,  D.C.,  on  November 
19. 1981. 

John  W.  Baler. 

Acting  Chief,  Airspace  and  Air  Traffic  Rules 
Division. 

[PR  Doc.  Sl-83979  Filed  ll-2S-ei:  8:46  am| 

BILUNQ  CODE  SSIO-IS-M 


DEPARTMENT  OF  HEALTH  AND 
HUMAN  SERVICES 

Food  and  Drug  Administration 

21  CFR  PART  345 

[Docket  No.  78N-0024] 

Vitamin  and  Mineral  Drug  Products  for 
Over>the^ounter  Human  Use; 
Withdrawal  of  Proposed  Monograph 

agency:  Food  and  Drug  Administration. 
action:  Withdrawal  of  proposed 
monograph  (advance  notice  of  proposed 
rulemaking). 

summary:  The  Food  and  Drug 
Administration  (FDA)  is  withdrawing  a 
proposed  monograph  (an  advance  notice 
of  proposed  rulemaking]  of  March  16, 
1979  that  would  have  established 
conditions  under  which  over-the  * 
coimter  (OTC)  vitamin  and  mineral  drug 
products  are  generally  recognized  as 
safe  and  effective  and  not  misbranded. 
The  proposed  monograph  was  based  on 
recommendations  of  the  FDA  Advisory 
Review  Panel  on  OTC  Vitamin,  Mineral, 
and  Hematinic  Drug  Products.  The 
agency  is  taking  this  action  because  the 
proposal  did  not  discuss  what  effects 
legislation  that  was  enacted  in  1976 
would  have  on  the  agency’s  vitamin  and 
mineral  policies.  Because  of  this 
omission,  the  proposal  has  been 
misinterpreted,  resulting  in  considerable 
public  confusion  concerning  the 
agency's  intention  to  regulate  vitamin 
and  mineral  drug  products. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 
Eileen  Hodkinson,  Biu'eau  of  Drugs 
(HFD-30),  Food  and  Drug 
Administration,  5600  Fishers  Lane, 
Rockville,  Md  20857,  301-443-6490. 
SUPPLEMENTARY  INFORMATION:  In  the 
Federal  Register  of  May  11, 1972  (37  FR 
9464),  FDA  issued  ffnal  regulations  for 
the  review  of  all  OTC  drugs  by 
independent  advisory  review  panels  (21 
CFR  Part  330).  Acting  under  these 
regulations  the  agency  issued  in  the 
F^eral  Register  of  October  15, 1973  (38 
FR  28581),  a  request  for  data  on  all 
active  ingredients  used  in  OTC  vitamin, 
mineral,  and  hematinic  drug  products. 
The  Commissioner  of  Food  and  Drugs 


also  appointed  as  an  independent 
advisory  committee  the  Advisory 
Review  Panel  on  OTC  Vitamin,  Mineral, 
and  Hematinic  Drug  Products.  This 
Panel  was  directed  to  review  the 
vitamin  and  mineral  drug  product  data 
and  to  prepare  a  report  on  the  safety, 
effectiveness,  and  labeling  of  these 
products.  Also  in  1973,.  in  a  separate  and 
imrelated  proceeding,  FDA  proposed  to 
establish  standards  of  identity  and 
labeling  requirements  for.  vitamins  and 
minerals  sold  as  dietary  supplements 
under  the  food  provisions  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act.  This 
proposal  was  made  ffnal  in  the  Federal 
Re^ster  of  August  2. 1973  (38  FR  20708, 
20730). 

On  December  11, 1973,  the  Panel 
began  reviewing  the  data,  and  on 
November  1, 1977,  submitted  its  report 
to  FDA.  In  the  Federal  Register  of  March 
16, 1979  (44  FR  16126),  FDA  issued  the 
Panel's  report  and  a  proposed 
monograph  (advance  notice  of  proposed 
rulemaking)  which  would,  if  adopted, 
establish  conditions  under  which  OTC 
vitamin  and  mineral  drug  products 
would  be  generally  recognized  as  safe 
and  effective  and  not  misbranded.  It 
should  be  noted  that  imder  the 
regulations  in  21  CFR  Part  330,  the 
Panel’s  report,  and  the  proposed 
monograph  are  the  recommendations  of 
the  independent  OTC  advisory 
committee  only:  FDA  had  not  at  that 
stage  evaluated  either  the  report  or 
proposed  monograph.  Therefore,  the 
Panel's  report  on  OTC  vitamin  and 
mineral  products  and  the  proposed 
monograph  based  on  the  Panel's 
recommendation  did  not  represent  the 
agency's  position.  The  Panel’s  report 
and  the  proposed  monograph  were 
published  to  stimulate  discussion, 
evaluation,  and  comment  by  interested 
persons  before  the  agency  conducted  its 
evaluation.  (Although  the  proposed 
monograph  for  OTC  vitamin  and 
mineral  drug  products  was  captioned  in 
the  Federal  Register  as  a  notice  of 
proposed  rulemaking,  its  actual  status  is 
that  of  an  advance  notice  of  proposed 
rulemaking.  Under  the  OTC  drug  review 
procedures,  the  agency’s  position  and 
proposal  are  first  stated  in  the  tentative 
final  monograph,  which  has  the  status  of 
a  proposed  rule.  Final  action  occurs  in 
the  ffnal  monograph,  a  ffnal  rule.) 

While  the  Panel  was  in  the  process  of 
completing  the  OTC  vitamin  and 
mineral  di^  report.  Congress  on  April 
22, 1976,  amended  the  act  so  as  to 
restrict  the  agency’s  authority  both  to 
limit  the  maximum  potency  of  vitamins 
and  minerals  when  used  as  dietary 
supplements  and  to  limit  the  ingredient 
composition  of  multinutrient 
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supplements  that  are  offered  for  use  by 
adults  and  are  recognized  as  safe  (Pub. 

L.  94-278,  sec.  501  (a)  (the  “Proxmire 
Amendment”),  which  added  section  411 
to  the  Federal  Food,  Drug,  and  Cosmetic 
Act).  In  addition,  the  legislation 
precluded  the  agency  from  declaring  a 
vitamin  or  mineral  to  be  a  drug  solely 
because  it  exceeds  the  level  of  potency 
the  agency  has  determined  to  be 
nutritionally  rational  or  useful.  The 
Proxmire  Amendment  essentially 
mandated  that  any  regulation  of  the 
potency  of  vitamin  and  mineral 
products,  whether  sold  as  drugs  or  as 
dietary  supplements,  must  be  based  on 
considerations  of  human  toxicity  rather 
than  human  need. 

After  enactment  of  the  Proxmire 
Amendment,  FDA  issued  in  the  Federal 
Register  of  October  19, 1976  (41  FR 
46156),  a  revised  Hnal  regulation 
establishing  standards  and  labeling 
requirements  for  vitamin  and  mineral 
dietary  supplements,  conforming  them  to 
this  new  legislation.  On  February  16, 

1978,  the  United  States  Court  of  Appeals 
for  the  Second  Circuit  vacated  the 
October  19, 1976  regulation  and 
remanded  it  to  the  agency  for  further 
proceedings.  National  Nutritional  Foods 
Association  v.  Kennedy,  572  F.  2d  377 
(2d  Cir.  1978).  The  court  held  that  the 
Proxmire  Amendment  had  substantially 
changed  the  agency’s  authority  over 
vitamins  and  minerals  marketed  as 
dietary  supplements  and,  therefore,  FDA 
had  to  provide  opportunity  for  further 
public  notice  and  comment.  To  comply 
with  the  decision  of  the  court  FDA 
issued  a  notice  in  the  Federal  Register  of 
March  16, 1979  (44  FR  16005),  revoking 
the  dietary  supplement  regulations.  By 
coincidence,  it  was  published  the  same 
day  the  OTC  Panel’s  report  and  the 
proposed  monograph  on  vitamin  and 
mineral  drug  products  were  published 
(44  FR  16126). 

The  coincidence  in  publication  dates 
in  the  Federal  Register  caused  great 
confusion  concerning  FDA’s  intentions 
to  regulate  vitamin  and  mineral  OTC 
drug  products.  Vitamins  and  minerals 
when  used  as  dietary  supplements— -by 
far,  the  greatest  number  of  currently 
marketed  vitamin  and  mineral 
products — are  regulated  under  the  food 
provisions  of  the  act.  'The  OTC  Panel’s 
report  and  the  [Proposed  monograph, 
however,  related  only  to  vitamin  and 
mineral  products  labeled  with  drug 
claims  and  sold  as  OTC  drugs.  Further, 
because  of  the  Proxmire  Amendment, 
the  Panel  report  attempted  to  distinguish 
between  vitamins  and  minerals  subject 
to  the  drug  provisions  of  the  act  and 
those  subject  to  the  food  provisions  of 


the  act.  Nevertheless,  comments 
submitted  in  response  to  the  Panel’s 
report  showed  that  many  persons  did 
not  imderstand  the  distinction.  Many 
letters  from  the  public  mistakenly 
expressed  concern  that  vitamins  and 
minerals  would  no  longer  be  available 
over-the-coimter  and  would  require  a 
prescription  by  a  physician.  Part  of  the 
confusion  likely  can  be  attributed  to  the 
agency’s  not  explaining  the  effect  of  the 
Proxmire  Amendment  on  the  regulation 
of  vitamin  and  mineral  products  at  the 
time  the  OTC  Panel’s  report  and  die 
proposed  monograph  were  published.  In 
the  absence  of  any  such  discussion, 
many  individuals  and  organizations 
interpreted  the  OTC  Panel’s  report  on 
vitamin  and  mineral  drug  products  and 
the  proposed  monograph  as  an  attempt 
to  subvert  the  Proxmire  Amendment. 
Certainly,  FDA  did  not  intend  to  subvert 
or  circumvent  the  law. 

'Therefore,  because  of  the  confusion  in 
the  public’s  mind  over  FDA’s  intent,  the 
unsuccessful  attempts  to  correct  the 
misinterpretations  concerning  the 
agency’s  jurisdiction  over  vitamins  and 
minerals,  and  the  significant  change  in 
FDA’s  legal  authority  over  vitamins  and 
minerals  since  the  OTC  Panel  was  first 
convened,  the  agency  is  withdrawing 
the  proposed  monograph  (advance 
notice  of  proposed  rulemaking).  By  this 
action,  the  agency  formally  recognizes 
and  responds  to  the  growing  public 
sentiment  expressed  by  the  thousands  of 
comments  received  from  the  public  and 
by  recent  congressional  interest  in 
vitamin  and  mineral  regulation.  It  is 
indicative  also  of  an  ongoing  agency 
reassessment  of  all  aspects  of  vitamin 
and  mineral  regulation. 

The  agency  stresses,  however,  that  it 
is  withdrawing  only  the  proposed 
monograph  (advance  notice  ofproposed 
rulemaking)  and  that  this  withdrawal 
does  not  in  any  way  denigrate  the 
scientific  content  of  the  report  and  the 
excellent  work  of  the  OTC  Panel  in  its 
long  efforts  to  produce  it.  FDA  believes 
that  the  information  in  the  report  will 
provide  valuable  guidance  to  both  the 
agency  and  industry  in  the  area  of 
vitamins  and  minerals. 

The  agency  recognizes  that  OTC 
vitamin  and  mineral  drug  products 
constitute  a  very  small  segment  of  the 
marketplace  and  that  withdrawal  of  the 
proposed  monograph  does  not  affect  the 
agency’s  authority  to  take  action  against 
OTC  vitamin  or  mineral  drug  products 
that  are  imsafe  or  misbranded. 

Accordingly,  the  proposed  monograph 
(advance  notice  of  proposed 
rulemaking)  published  in  the  Federal 
Register  of  March  16, 1979  (44  FR  16126), 


which  would  have  added  new  Part  34&— 
Vitamin  and  Mineral  Drug  Products  For 
Over-The-Coimter  Human  Use  (21  CFR 
Part  345)  is  hereby  withdrawn,  effective 
November  27, 1981.  The  Panel  report 
will  remain  on  public  display  in  the 
Dockets  Management  Branch  (formerly 
the  Hearing  Clerk’s  office)  (HFA-305), 
Food  and  Drug  Administration,  Rm.  ^ 
62,  5600  Fishers  Lane,  Rockville,  MD 
20857. 

This  withdrawal  is  issued  under 
authority  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (secs..201,  502,  505,  701,  52 
Stat  1040-1042  as  amended,  1050-1053 
as  amended,  1055-1056  as  amended  (21 
U.S.C.  321,  352,  355,  371))  and  21  CFR 
5.11  and  under  authority  delegated  to 
the  Commissioner  (21  CFR  5.10  (formerly 
5.1;  see  46  FR  26052;  May  11, 1981)). 

Dated:  September  23, 1981. 

Arthur  Hull  Hayes,  )r.. 

Commissioner  of  Food  and  Drugs. 

Dated:  November  16, 1981. 

Richard  S.  Schweiker, 

Secretary  of  Health  and  Human  Servicea. 

[FR  Doc  81-34165  Filed  11-25-81;  8:45  am] 
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PANAMA  CANAL  COMMISSION 
35  CFR  Ch.  I 

Revised  Shipping  and  Navigation 
Rules  for  the  Panama  Canal 

agency:  Panama  Canal  Commission. 
action:  Notice  of  proposed  rulemaking. 

summary:  Upon  entry  into  force  on 
October  1, 1979,  of  the  Panama  Canal 
Treaty  of  1977,  the  United  States 
reliquished  and  Panama  assumed 
plenary  jurisdiction  over  what  what  was 
the  Canal  Zone.  Under  the  Panama 
Canal  Act  of  1979,  the  statute 
implementing  the  new  treaty,  the  Canal 
Zone  Government  was  disestablished 
and  the  Panama  Canal  Company  was 
replaced  by  the  Panama  Canal 
Commission,  which  will  operate  the 
waterway  until  the  termination  of  the 
treaty  on  December  31, 1999.  This 
document  contains  the  proposed 
regulations  of  the  Commission  relating 
to  shipping  and  navigation. 
date:  Written  comments  concerning  the 
proposed  regulations  must  be  received 
by  December  20, 1980. 

ADDRESS:  Send  comments  to:  Mr. 
Michael  Rhode,  Jr.,  Secretary.  Panama 
Canal  Commission,  Rm  312, 
Pennsylvania  Bldg.,  425  13th  Street, 
NW.,  Washington,  D.C.  20004 
(Telephone:  (202)  724-0104). 
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FOR  RAITHER  MFORMATtON  CONTACT: 

Dwight  A.  McKabney,  General  Coimsel, 
Panama  Canal  Commission,  APO  Miami 
34011,  Telephone  in  Balboa  Heights, 
Republic  of  Panama  52-7511. 
SUPPLEMENTARY  INFORMATION:  The 
Canal  Zone  Government,  an 
independent  agency  of  the  United 
States,  was  charged  by  law  with  the 
performance  of  the  various  duties 
connected  with  the  civil  government, 
including  health,  sanitation  and 
protection  of  the  Canal  Zone  (2  C.Z.C. 

31,  76A  Stat.  7).  The  Panama  Canal 
Company  was  a  corporate  agency  and 
instrumentality  of  the  United  States 
responsible  for  maintaining  and 
operating  the  Panama  Canal  and  for 
conducting  business  operations  incident 
thereto  and  incident  to  the  civil 
government  of  the  Canal  Zone  [2  GZ.C. 
61.  76A  Stat.  8). 

Upon  entry  into  force  on  October  1, 

1979  of  the  Panama  Canal  Treaty  of  1977 
between  the  United  States  and  the 
Republic  of  Panama,  the  United  States 
relinquished  and  Panama  assumed 
plenary  jurisdiction  over  the  Canal 
Zone.  Pursuant  to  the  Panama  Canal  Act 
of  1979,  Pub.  L  9&-70,  93  Stat  452,  the 
statute  implementing  the  new  treaty,  the 
Canal  Zone  Government  was 
disestablished  and  the  Panama  Canal 
Company  was  replaced  by  a  new  United 
States  Government  agency,  the  Panama 
Canal  Commission,  which  is  charged 
with  the  responsibility  of  the  United 
States  to  manage,  operate,  and  maintain 
the  waterway  until  the  termination  of 
the  treaty  on  December  31, 1999. 

Pursuant  to  that  treaty,  many  of  the 
functions  performed  by  the  two  former 
Canal  agencies  may  not  be  undertaken 
by  the  Panama  Canal  Commission. 

As  a  result  of  the  treaty  and  the 
Panama  Canal  Act  of  1979,  the 
regulations  published  in  Title  35.  CFR 
have  to  be  rewritten  in  accordance  with 
the  substantially  different  authority  and 
responsibilities  which  the  new  agency 
has. 

On  November  29, 1979,  the  President 
signed  Executive  Order  No.  12173  (44  FR 
69271]  which  continued,  on  an  interim 
basis,  the  applicability  of  Panama  Canal 
regulations  that  address  matters  which 
the  President  is  authorized  to  regulate 
pursuant  to  the  Panama  Canal  Act  of 
1979.  The  authority  to  prescribe 
regulations  governing  shipping  and 
navigation,  as  provided  in  section  1801 
of  the  Panama  Canal  Act,  which  are  the 
subject  of  this  notice,  was  delegated  by 
the  President  to  the  Secretary  of  Defense 
by  Executive  Order  12215  of  May  27, 

1980  (44  FR  36043).  That  order  requires 
the  Secretary,  in  carrying  out  this 
function,  to  provide,  by  redelegation  or 
otherwise,  for  its  performance  by  the 


Commission.  The  Secretary  redelegated 
that  authority  to  the  Commission  on  July 
18. 1980. 

Most  of  the  changes  to  Subchapter  C 
of  Chapter  I  of  Title  35  being  proposed 
herein  are  designed  to  reflect  the  new 
agency  organization,  structure  and 
responsibilities.  For  example,  references 
to  ^e  Canal  Zone  or  its  governor,  or  to 
the  two  former  Canal  agencies  would  be 
revised  to  reflect  the  situation  and 
organization  which  exist  under  the  1977 
Treaty  and  the  legislation  implementing 
its  terms.  A  number  of  other  proposed 
changes  eliminate  provisions  related  to 
functions  which,  as  a  result  of  the  treaty 
and  related  agreements,  are  not 
performed  by  the  Panama  Canal 
Commission.  Examples  are  the  use  and 
control  of  the  port  areas  and  the 
performance  of  the  immigration 
function,  both  of  which  are  now  the 
responsibility  of  the  Republic  of 
Panama.  There  are  also  a  number  of 
proposed  substantive  changes,  most  of 
which  are  intended  to  incorporate 
existing  requirements  which  have  been 
put  into  effect  pursuant  to  this  title  and 
published  via  Marine  Director’s  Notices 
to  Shipping.  Accordingly,  the  agency  has 
determined  that  none  of  the  proposed 
changes  to  the  regulations  will  have  a 
significant  economic  impact  on  a 
substantial  number  of  small  entities. 
Therefore,  sections  603  and  604  of  5 
U.S.C.  do  not  apply  to  the  regulations 
proposed  in  this  document  and  the  head 
of  the  agency  so  certifies  pursuant  to  5 
U.S.C.  605(b). 

Furthermore,  this  revision  of 
Subchapter  C  of  Chapter  I  of  title  35, 
Code  of  Federal  Regulations  does  not 
constitute  a  “major  rule"  as  defined  in 
section  1(b)  of  Executive  Order  12291  of 
February  17, 1981.  The  regulations  are 
expected  fo  have  neglible  or  no  impact 
on  the  economy  and,  will  not  result  in  a 
major  increase  in  costs  or  prices  for 
consumers,  individual  industries. 
Federal,  State  or  local  governmental 
agencies  or  geographic  regions. 
Moreover,  the  regulations  will  have  no 
significant  adverse  effects  on 
competition,  employment,  investment, 
productivity,  innovation,  or  on  the 
ability  of  United  States-based 
enterprises  to  compete  with  foreign- 
based  enterprises  in  domestic  or  export 
markets. 

Finally,  the  agency  has  determined 
that  the  substantive  changes  contained 
herein  would  not  have  a  significant 
effect  on  the  environment.  Therefore, 
this  proposed  rule  is  deemed  not  to 
constitute  a  “major  Federal  action" 
under  either  the  National  Environmental 
Policy  Act,  Pub.  L  91-90,  83  Stat.  853  (42 
U.S.C.  4331  et  seq.]  as  amended,  or 


Executive  Order  12114,  January  4, 1979. 
Accordingly,  it  is  proposed  that 
provisions  of  Subchapter  C  of  Chapter  I 
of  title  35,  Code  of  Federal  Regulations 
be  revoked,  redesignated,  revised,  or 
amended  as  follows; 

(1)  Part  101,  regulating  the  arrival  and 
departure  of  vessels,  including  various 
communications,  documentation, 
sanitation,  and  admeasurement 
requirements,  is  amended  by  revising 
the  citation  of  authority,  the  part 
heading  and  the  headings  of  §§  101.1, 
101.8  and  101.13  and  by  making  a 
number  of  minor  editorial  changes  to 
provide  clarity  and  consistency  in 
terminology.  Section  101.1  is  amended  to 
eliminate  reference  to  visual  signal 
stations  at  Ccinal  entrances  inasmuch  as 
visual  signal  stations  are  no  longer  in 
use  and  commimication  among  vessels 
navigating  the  Canal  today  is  via  radio. 
The  following  provisions  are  amended 
to  reflect  the  proper  nomenclature  for 
the  new  agency  organization  and 
structure,  and  to  eliminate  references  to 
functions  no  longer  being  performed  by 
the  Commission:  Sections  101.2, 101.3, 
101.9, 101.10,  and  101.13.  The  following 
provisions  are  revoked  because  they  are 
inconsistent  with  provisions  of  the 
Panama  Canal  Treaty  of  1977  and 
related  agreements  and  concern 
functions  no  longer  performed  by  the 
Commission:  Sections  101.5, 101.6, 101.7, 
and  101.10(b).  Section  101.8(e)  has  been 
revised  to  eliminate  the  reference  to 
anchorages  for  pleasure  yachts  and  to 
provide  that  the  anchorage  areas  as 
described  in  the  treaty  documents  will 
govern  if  there  are  any  discrepancies 
between  the  descriptions  in  this  section 
and  the  treaty  documents.  Section 
101.11,  regarding  passenger  lists,  has 
been  incorporated,  in  revised  form,  into 
1101.10(c).  A  new  section  101.14  is  being 
included  to  define  the  term  “Panama 
Canal  waters”  which  is  used  at  various 
places  throughout  the  Subchapter. 

(2)  Part  103,  establishing  the  general 
provisions  governing  vessels,  is 
amended  by  revising  the  citation  of 
authority,  revising  the  headings  of 

§§  103.21, 103.26, 103.27, 103.29  and 
103.34,  and  by  making  a  number  of 
minor  editorial  changes  to  correct 
typographical  errors  and  to  provide 
clarity  and  consistency  in  terminology. 
The  following  provisions  are  amended 
to  reflect  the  proper  nomenclature  for 
the  new  agency  organization  and 
structure  and  to  eliminate  references  to 
functions  no  longer  being  performed  by 
the  Canal  agenc}r;  Sections  103.3, 
103.4(b),  103.7, 103.10(e),  103.12, 103.14, 
103.15. 103.16, 103.18(a),  103.20, 103.21, 
103.25, 103.26, 103.27(a),  (c),  and  (e), 
103.28, 103.29, 103.31, 103.32  (a),  103.34 
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and  103.41.  The  following  sections  are 
revoked  because  they  are  inconsistent 
with  provisions  of  the  Panama  Canal 
Treaty  of  1977  and  related  agreements 
and  concern  functions  not  performed  by 
the  Commission:  Sections  103.6, 103.22, 
103.23, 103.24,  and  103.30.  The  following 
sections  are  revoked  because  they  refer 
to  visual  signal  stations  no  longer  in  use 
in  the  Canal;  Sections  103.25, 103.36, 
103.37,  and  103.38.  Sections  103.4(b), 
103.6(h)  and  103.10(e)  provide  revised 
limitation  of  liability  provisions  to 
clarify  that  if  vessels  that  fail  to  meet 
the  transit  requirements  set  forth  in 
those  sections  are  allowed  to  transit, 
they  will  do  so  at  their  own  risk  and 
may  be  liable  to  the  Commission  to  the 
extent  that  the  failure  to  meet  transit 
requirements  causes  or  contributes  to  an 
accident  in  which  Commission 
installations,  facilities  or  equipment  are 
damaged.  A  new  paragraph  (b)  has  been 
added  to  §  103.5,  setting  forth  Ae 
limitations  on  protruding  deck  cargo 
which  were  established  by  the  Marine 
Director’s  Notice  to  Shipping  No.  12-81, 
dated  March  16, 1981.  The  same  notice 
also  established  the  size  and  draft 
limitations  for  transiting  vessels  and 
those  limitations  have  been 
incorporated  into  §  103.6.  Section  103.7, 
authorizing  the  temporary  holding  of 
vessels,  is  revised  to  specify  that  vessels 
may  be  held  for  the  purpose  of 
conducting  marine  accident 
investigations  under  Parts  115  and  117 
and  to  eliminate  references  to  claims,  ' 
disputes,  complaints  or  allegations  of  a 
violation  of  the  laws  of  the  United 
States.  Section  103.15  is  revised  to 
include  boarding  officers  from  the 
Republic  of  Panama  as  ofHcials 
authorized  to  board  vessels  at  anchor  or 
underway.  Section  103.19  has  been 
Incorporated  into  paragraphs  (d),  (e)  and 
(f)  of  103.18.  The  references  in  these 
provisions  to  the  1960  International 
Convention  for  Safety  of  Life  at  Sea 
have  been  revised  to  refer  to  the  1974 
Convention.  A  new  §  103.19  has  been 
added  to  provide  the  requirements  for 
pilot  platforms  which  are  mandatory  for 
vessels  requiring  foiur  pilots  to  transit 
the  Canal.  The  requirements  for  these 
platforms  were  established  by  the 
Marine  Director’s  Notice  to  Shipping  No. 
11-75,  dated  May  28, 1975.  Section 
103.27(b)  is  amended  to  require  all 
vessels  over  197  feet  in  length  to  be 
equipped  with  speciHc  steering  range 
lights.  Section  103.30  provides  the 
requirements  for  dead  tows  which  were 
established  by  the  Marine  Director’s 
Notice  to  Shipping  No.  4-80,  dated 
March  26, 1980.  Section  103.32  paragraph 
(c),  is  revised  by  adding  log  books  and  a 
record  of  an  automatic  course  recording 


device  to  the  list  of  records  which  must 
be  surrendered  upon  request  to  the 
Board  of  Local  Inspectors  or  other  Canal 
authorities. 

(3)  Part  105,  regarding  pilotage,  is 
amended  by  revising  the  citation  of 
authority  and  making  a  number  of  minor 
editorial  changes  to  provide  clarity  and 
consistency  in  terminology.  The 
following  provisions  are  amended  to 
reflect  the  proper  nomenclature  for  the 
new  agency  organization  and  structure 
and  to  eliminate  references  to  functions 
no  longer  being  performed  by  the  Canal 
agency:  Sections  105.1, 105.2, 105.3  and 
105.4. 

(4)  Part  107,  regarding  manning  of 
vessels,  is  amended  by  revising  the 
citation  of  authority.  Sections  107.1, 

107.2  and  107.3  are  amended  to  reflect 
the  proper  nomenclature  for  the  new 
agency  organization  and  structure  and 
to  eliminate  references  to  functions  no 
longer  being  performed  by  the 
Commission.  A  new  paragraph  (c)  has 
been  added  to  §  107.2  to  incorporate  into 
the  regulations  the  existing  practice  of 
leaving  it  to  the  discretion  of  the  Marine 
Director  or  his  designee  to  determine  the 
maiming  levels  required  on  Commission 
vessels.  A  new  paragraph  (c)  has  been 
added  to  §  107.3  to  establish  as  a 
regulation  the  duty  of  the  Master  of  a 
vessel  or  his  qualified  designee  to  insure 
that  the  pilot’s  navigational  orders  are 
promptly  and  properly  carried  out. 

(5)  Part  109,  specifying  the 
requirements  for  vessels  entering  and 
preparing  to  enter  the  locks,  is  amended 
by  revising  the  citation  of  authority. 
Section  109.3  is  amended  to  reflect  the 
prbper  nomenclature  for  the  new  agency 
organization  and  structure  and  to 
eliminate  references  to  functions  not 
performed  by  the  Commission.  Section 
109.6  is  amended  to  provide  the 
requirements  for  construction,  number 
and  location  of  chocks  and  bitts  which 
was  established  by  the  Marine 
Director’s  Notice  to  Shipping,  No.  9-81, 
dated  March  6, 1981.  The  limitation  of 
liability  provision  provided  in.  §  109.6(m) 
has  been  redesignated  paragraph  (p) 
and  revised  to  clarify  that  vessels  that 
fail  to  meet  the  chodcs  and  bitts 
requirements  which  are  allowed  to 
transit  do  so  at  their  own  risk  and  may 
be  liable  to  the  Commission  to  the 
extent  that  failure  to  meet  the 
requirements  of  the  section  causes  or 
contributes  to  an  accident  in  which 
Commission  installations,  facilities  or 
equipment  are  damaged. 

(6)  Part  111,  providing  the  rules  for  the 
prevention  of  collisions,  is  amended  by 
revising  the  citation  of  authority, 
revising  the  headings  to  sections  111.264 
and  111.205  and  by  making  some  minor 


editorial  changes  to  correct 
typographical  errors  and  to  provide 
clarity  and  consistency  in  terminology. 
The  following  provisions  tire  amended 
to  reflect  the  proper  nomenclature  for 
the  new  agency  organization  and 
structure  and  to  eliminate  references  to 
functions  not  performed  by  the 
Commission:  Sections  111.1, 111.58(d), 
111.150  (a)  and  (e),  111.161  (d)  and  (e), 
111.162  (b),  (c),  and  (d),  111.183(a), 

111.203  (a)  and  (b),  111.204  and  111.205. 
Section  111.155,  regarding  bend  signals, 
is  revoked.  Sections  111.206  and  111.207 
are  incorporated,  in  revised  form,  into 
paragraphs  (b)  and  (c)  of  §  111.205, 
respectively.  A  new  §  111.206  is  added 
to  specify  that  a  proper  lookout  is 
required  on  all  vessels  underway  in  the 
Canal  and  adjacent  waters. 

(7)  Part  113  regarding  hazardous 
cargoes  has  been  rewritten  in  its 
entirety.  The  agency  is  adopting  by 
reference  United  States  Coast  Guard 
regulations  defining  and  classifying 
dangerous  cargo,  and  regulations 
specifying  the  requirements  for  vessels 
carrying  dangerous  cargo  and  for  the 
hanging  of  such  cargo,  thus  eliminating 
the  agency’s  own  detailed  regulations  on 
these  subjects.  Other  provisions  of 
unique  applicability  in  the  Canal,  such 
as  §  113.2  defining  the  anchorage  areas 
for  ships  loaded  with  dangerous 
cargoes,  are  being  retained  in  revised 
form.  Section  113.4  provides  the  transit 
restrictions  for  vessels  carrying 
dangerous  cargo,  and  S  113.42^) 
specifies  the  dangerous  cargoes  which 
are  prohibited  fitim  being  carried 
aboard  vessels  in  the  Panama  Canal; 
these  provisions  were  previously 
established  by  the  Marine  Director’s 
Notice  to  Shipping  No.  10-81,  dated 
March  9, 1981. 

(8)  Part  115,  regarding  the  composition 
and  functions  of  the  Panama  Canal 
Commission  Board  of  Local  Inspectors, 
is  being  amended  by  revising  the 
citation  of  authority  and  by  making 
minor  editorial  changes  to  provide 
clarity  and  consistency  in  terminology. 
Sections  115.1  and  115.2  (a)  through  (c) 
are  amended  to  reflect  the  proper 
nomenclature  for  the  new  agency 
organization  and  structure.  Section 
115.2(c)  is  being  amended  to  designate 
the  Supervising  Inspector  as  the  official 
authorized  to  name  an  alternate  to  any 
official  regularly  serving  on  the  Board. 

(9)  Part  117,  regarding  marine  accident 
investigations,  is  being  amended  by 
revising  the  citation  of  authority, 
revising  the  heading  of  §  117.3  and 
making  a  number  of  minor  editorial 
changes  to  provide  clarity  and 
consistency  in  terminology.  The 
following  provisions  are  being  amended 
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to  reflect  the  proper  nomenclature  for 
the  new  agency  organization  and 
structure:  Sections  117.1, 117.2, 117.3, 
117.4, 117.5,  and  117.6.  Section  117.1(c)  is 
being  revised  to  replace  the  Port  Captain 
with  the  Chairman  of  the  Board  of  Local 
Inspectors  as  one  of  the  officials  to 
whom  a  Master  of  a  vessel  may  address 
a  request  for  an  investigation  of  a 
marine  accident.  Section  117.1(d), 
defining  the  term  “serious  marine 
accident,”  is  being  revised  to  eliminate 
the  requirement  that  certain  accidents  in 
which  there  is  no  Panama  Canal 
Commission  involvement  be 
investigated. 

(10)  Part  119,  regarding  licensing  of 
marine  personnel,  is  being  amended  by 
revising  the  citation  of  authority  and  the 
headings  of  §§  119.6  £md  119.18  and  by 
making  minor  editorial  changes  to 
correct  typographical  errors  and  to 
provide  clarity  and  consistency  in 
terminology.  The  following  provisions 
are  amended  to  reflect  the  proper 
nomenclature  for  the  new  agency 
organization  and  structure  and  to 
eliminate  references  to  functions  no 
longer  being  performed  by  the  Canal 
agency:  Sections  119.1, 119.2, 119.3, 
119.6(b),  119.10, 119.12(a),  (f)  and  (h), 
119.16, 119.17(e),  119.61, 119.63, 119.103, 
119.141, 119.143, 119.183, 119.187, 119.222, 
119.223, 119.224,  and  119.225.  Sections 
119.184  and  119.185  are  being  revoked 
because  they  refer  to  matters  which,  as 
a  result  of  the  Treaty  and  related 
agreements,  are  no  longer  the 
responsibility  of  the  Commission. 
Sections  119.1(b)  and  119.3  are  being 
revised  to  permit  the  Supervising 
Inspector  to  designate  another  official  of 
the  Commission  as  the  official 
empowered  to  issue  licenses  or  consider 
an  appeal  from  a  refusal  by  the  Board  of 
Local  Inspectors  to  recommend  a  person 
for  licensing.  Section  119.2  has  been 
revised  to  include  a  requirement  that  all 
marine  personnel  licensed  by  the 
Commission  have  an  annual  physical 
examination  attesting  to  their  physical 
condition,  acuity  of  vision  and  color 
sense.  Section  119.4,  which  provided  for 
the  suspension  or  revocation  of  licenses, 
is  revoked.  Section  119.6(a)  which 
provides  that  citizenship  of  the  United 
States  or  the  Republic  of  Panama  is  a 
requirement  for  obtaining  a  license  is 
revoked.  Section  119.6(b)  is  amended  to 
exclude  licensing  of  operators  who 
intend  to  operate  motorboats  for 
recreational  or  other  private  purposes. 
Section  119.9(a)  is  being  amended  to 
require  that  photostatic  copies  of  service 
records  and  endorsements  presented  to 
the  Board  in  support  of  an  application 
for  a  license  be  certifled.  Section 
119.9(b)  is  amended  by  deleting  the 


requirement  for  four  endorsements  on- 
applications.  The  lists  of  subjects  to  be 
tested  by  the  Board  of  Local  Inspectors 
for  the  various  licenses  are  deleted  from 
the  regulations.  Thus,  §S  119.62, 119.64, 
119.102, 119.104, 119.142, 119.144, 119.186, 
and  119.226  are  revoked.  Consequently. 

§  119.14  is  amended  to  provide  that  the 
lists  of  subjects  to  be  tested  by 
examination  may  be  obtained  from  the 
Board,  and  a  new  paragraph  (b)  is 
added  to  specify  that  applicants  are 
required  to  pass  a  practical 
examination.  Section  119.12(h)  is 
amended  to  delete  the  reference  to 
citizenship  and  to  exempt  from  the 
requirement  of  the  paragraph  persons 
qualifying  for  license  under  the 
Commission’s  training  program  for 
pilots.  Section  119.13  is  amended  to 
delete  the  reference  to  citizenship. 
Sections  119.12  (i)  and  119.22  are 
revoked  as  unnecessary  because  they 
refer  to  clerical  matters  which  are 
within  the  discretion  of  the  Board. 
Section  119.16(e)  is  amended  to  add  that 
service  in  the  armed  forces  of  the 
Republic  of  Panama  will  not  be 
considered  an  interruption  in  computing 
the  sea  service  required  for  application 
of  raise  in  grade  of  a  marine  license. 
Section  119.18(a)  is  amended  by  adding 
that  sea  service  as  a  member  of  the 
armed  forces  of  the  Republic  of  Panama 
will  be  accepted  as  qualifying 
experience  for  a  marine  license.  Section 
119.18(b)  is  amended  by  adding  that 
service  in  a  civilian  capacity  on  a  vessel 
owned  or  operated  by  the  Republic  of 
Panama  shall  be  given  appropriate 
credit  by  the  Board  in  considering 
qualifications  for  licenses.  Section 
119.25  is  amended  to  delete  the 
reference  to  unexpired  terms  when 
duplicate  licenses  are  issued.  Section 
119.61  (a)  and  (b),  and  S  119.103(b)  are 
revised  to  include  the  requirement  that 
qualifying  experience  for  licensing  of 
Master  and  mate  must  be  obtained  on 
vessels  engaged  in  towing.  Section 
119.103(c)  is  revoked  in  order  to  provide 
that  when  qualifying  experience  for 
mate  is  obtained  aboard  Commission 
vessels  it  is  done  only  through  an 
approved  Commission  training  program 
as  provided  in  paragraph  (a)(1)  of  that 
section.  Sections  119.224(a)(1)  and 
119.225(a)(1)  which  refer  to  experience 
required  for  licensing  as  assistant 
engineer  of  steam  vessels  and  of  motor 
vessels,  respectively,  are  being  amended 
to  add  that  graduation  frt)m  the  Panama 
Nautical  School’s  program  for  engineer 
officers  is  acceptable  as  qualifying 
experience  for  eligibility  for 
examination.  A  similar  diange  has  been 
made  to  §  119.103(a)(1),  regarding 
licensing  for  mate,  steam,  or  motor 


vessels.  Section  119.17(f),  providing  that 
an  applicant  for  renewal  of  license  who 
is  pronounced  color  blind  may  be  given 
lindted  service  in  daylight  only,  is  being 
revoked.  Section  119.141(a)(1),  regarding 
minimum  pilot  qualification 
requirements  is  being  revised  to  require 
experience  as  a  licensed  chief  mate 
rather  than  second  mate.  A  new 
subparagraph  (4)  has  been  added  to 
§  119.141(a)  to  provide  for  completion  of 
the  Commission’s  Pilot  Training  Program 
as  an  alternative  minimum  pilot 
qualiflcation  requirement.  Consequently, 
subparagraph  (4)  of  §  119.141(a)  has 
been  redesignated  subparagraph  (5). 
Section  119.183  is  being  rewritten  to 
provide  that  licenses  for  motorboat 
operators  will  only  be  issued  to  an 
appUcant  who  can  establish  that  he  is 
conditionally  eligible  for  appointment  to 
a  position  with  the  Panama  Canal 
Commission  or  with  another  U.S. 
Government  agency  operating  in  Canal 
waters  requiring  such  a  license. 

(11)  Part  121,  regarding  inspection  and 
registration  of  vessels,  is  amended  by 
revising  the  citation  of  authority  and  by 
making  minor  editorial  changes  to 
provide  clarity  and  consistency  in 
terminology.  Section  121.1,  deflning  the 
applicability  of  the  Part,  is  revised  to 
provide  that  the  regulations  apply  only 
to  vessels,  floating  equipment  and 
motorboats  owned  or  operated  by  the 
Panama  Canal  Commission  or  by  other 
U.S.  Government  agencies  operating  in 
Canal  waters.  Section  121.3  provides, 
however,  that  a  transiting  vessel  may  be 
inspected  at  the  request  of  the  owner, 
agent  or  Master  of  the  vessel.  Section 
121.2(a)  is  being  amended  to  provide  the 
cross-referenced  section  number 
consonant  with  the  revised  Subchapter. 
'The  following  provisions  are  being 
amended  to  reflect  the  proper 
nomenclature  for  the  new  agency 
organization  and  structure  and  to 
eliminate  references  to  functions  no 
longer  being  performed  by  the  Canal 
agency:  Sections  121.3, 121.43, 121.89, 
121.90, 121.92, 121.171,  and  121.173. 

(12)  Part  123,  regarding  radio 
communications,  is  amended  by  revising 
the  citation  of  authority  and  the 
headings  of  $  §  123.2  and  123.5.  Section 
123.2,  deflning  the  Commission’s  control 
of  radio  communications,  is  being 
revised  to  conform  with  Panama  Canal 
Treaty  of  1977  and  related  agreements. 
Section  123.6  is  revoked  because  it 
relates  to  a  function  not  performed  by 
the  Commission.  The  following 
provisions  have  been  amended  to  reflect 
the  proper  nomenclature  for  the  new 
agency  organization  and  structure  and 
to  eliminate  references  to  functions  no 
longer  being  performed  by  the  Canal 
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agency:  Sections  123.3, 123.4, 123.5, 

123.7, 123.9,  and  123.10. 

(13)  Part  125,  regarding  sanitary 
requirements  for  vessel  wastes,  garbage 
and  ballast,  is  amended  by  revising  the 
citation  of  authority  and  by  revising 

§  §  125.1  and  125.4  to  reflect  the  proper 
nomenclature  of  the  new  agency 
organization  and  structure  in 
accordance  with  the  Panama  Canal 
Treaty  of  1977.  Section  125.1(a)  is  being 
revised  to  prohibit  the  discharge  of 
water  closet  chutes  into  the  waters  of 
the  Canal.  Section  125.3  is  being  revoked 
because  it  refers  to  functions  no  longer 
being  performed  by  the  Canal  agency. 

(14)  Part  129  which  provided  the 
regulations  relating  to  safeguctrding  of 
vessels,  harbors,  ports,  and  water&ont 
facilities  and  which  appears  in 
Executive  Order  No.  10226  of  March  17, 
1951  (16  FR  2682)  is  revoked  because  it 
has  been  superseded  by  the  Panama 
Canal  Treaty  of  1977  and  the  1977 
Treaty  Concerning  the  Permanent 
Neutrality  and  Operation  of  the  Panama 
Canal. 

(15)  Part  131  regarding  the  neutrality 
of  the  Canal  has  been  rewritten  in  its 
entirety  to  provide  that  matters 
concerning  the  neutrality  .of  the  Panama 
Canal  are  governed  by  ^e  Treaty 
Concerning  the  Permanent  Neutrality 
and  Operation  of  the  Panama  Canal, 
signed  on  September  7, 1977. 

(16)  Part  133,  regarding  tolls  for  the 
use  of  the  Canal,  is  amended  by  revising 
the  citation  of  authority,  by  revoking 

§  133.35  to  eliminate  reference  to  a 
function  not  performed  by  the 
Commission,  and  by  revising  §  §  133.37, 
133.71(b),  133.74  and  133.75  to  reflect  the 
proper  nomenclature  of  the  new  agency 
organization  and  structure. 

(17)  Part  135,  regarding  measurement 
of  vessels,  is  amended  by  revising  the 
citation  of  authority  and  by  revising 
§§135.443, 135.483, 135.484, 135.486  and 
135.511  to  reflect  the  proper 
nomenclature  of  the  new  agency 
organization  and  structure. 

Accordingly,  it  is  proposed  to  amend 
Subchapter  C  of  Chapter  I  of  Title  35, 
Code  of  Federal  Regulations  as  follows: 

(1)  Part  101  heading  is  revised  as 
follows: 

PART  101— ARRIVING  AND 
DEPARTING  VESSELS:  VARIOUS 
COMMUNICATION,  DOCUMENTATION, 
SANITATION  AND  ADMEASUREMENT 
REQUIREMENTS 

(2)  Part  101  Table  of  contents  is 
revised  as  follows:’ 

^c. 

101.1  Signal  stations  at  the  Canal  entrances. 

101.2  Boarding  of  arriving  vessels. 


Sec. 

101.3  DeHniUon  and  functions  of  the 
boarding  officer. 

101.4  Measurement  of  vessel  making 
maiden  transit. 

101.8  Merchant  vessel  and  small  craft 
anchorages. 

101.9  Papers  required  by  boarding  officer. 

101.10  Same:  list. 

101.13  Entry  and  depature  of  vessels. 

101.14  Panama  Canal  waters:  definition. 

(3)  Authority  citation  is  revised  as 
follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L  96-70, 93 
Stat.  492;  EO  12215,  45  FR  36043. 

(4)  Section  101.1  is  revised  as  follows: 

§  101.1  Signal  stations  at  the  Canal 
entrances. 

The  Panama  Canal  Commission 
maintains  established  signal  stations  at 
both  the  Atlantic  and  Pacific  entrances 
of  the  Canal.  A  vessel  arriving  at  the 
Canal  must  communicate  with  the  signal 
station  which  is  located  at  the  entrance 
of  the  Canal  at  which  that  vessel 
arrives.  Vessels  required  to  be  equipped 
with  a  radiotelephone  pursuant  to  I^rt 
123  of  this  subchpater  must,  upon 
arrival,  communicate  with  the 
appropriate  signal  station  on  Channel 
12, 156.000  MHz.  All  other  vessels  may 
use  International  Code  and  flashing 
light.  Such  stations  are  also  utilized  to 
assist  in  control  of  traffic  within  Panama 
Canal  waters. 

(5)  Cross  reference  is  revised  as 
follows: 

Cross  Reference:  See  Part  123  for 
provisions  respecting  radio 
communication  by  vessels  prior  to 
arrival  and  while  they  are  in  Panama 
Canal  waters. 

(6)  Section  101.2  is  revised  as  follows: 

§  101.2  Boarding  of  arriving  vessels. 

(a)  Unless  otherwise  directed,  all 
arriving  vessels  will  anchor  in 
designated  anchorages  to  await 
boarding  officers.  No  person  other  than 
boarding  officers  of  the  Pemama  Canal 
Commission  and  the  Republic  of 
Panama  may  go  on  boai^  or  leave  any 
vessel  until  such  vessel  has  been 
entered  by  the  Commission  and,  where 
applicable,  by  the  Republic  of  Panama. 

(b)  Arriving  vessels  that  are  subject  to 
inspection  for  compliance  with  Panama 
Canal  shipping  and  navigation 
regulations  will  be  boarded  upon 
arrival.  The  boarding  will  occur  inside 
the  breakwater  at  the  Atlantic  entrance 
of  the  Canal  or  off  the  seaward  end  of 
the  dredged,  marked  channel  at  the 
Pacific  entrance.  It  will  be  performed  by 
a  Commission  boarding  officer  in 
accordance  with  the  procedures 
established  under  this  Park  When  such 
vessels  are  not  boarded  immediately 
upon  arrival,  they  shall  anchor  in  a 


designated  anchorage  area  and  await 
the  boarding  officer. 

(c)  Admeasurement  functions  shall  be 
performed  on  arriving  vessels  either 
while  at  anchor  or  during  transit 

(7)  Section  101.3  is  revised  as  follows: 

§  101.3  Definitions  and  functions  of  the 
boarding  officer. 

(a)  Boarding  officer  means  any  official 
or  employee  of  the  Panama  Canal 
Commission  who  is  duly  assigned  the 
functions  of  a  boarding  officer,  including 
admeasurement  and  sanitation. 

(b)  The  Commission  boarding  officer 
shall  perform  the  functions  of 
admeasurer  for  the  purpose  of 
determining  Panama  Canal  tolls  and 
shall  make  inspection  for  the  purpose  of 
insuring  compliance  with  Panama  Canal 
shipping,  navigation  and  sanitation 
regulations. 

(8)  Section  101.5  is  removed  as 
follows: 

§  101.5  [Removed] 

(9)  Section  101.6  is  removed  as 
follows: 

§101.6  [Removed] 

(10)  Section  101.7  is  removed  as 
follows: 

§  101.7  [Removed] 

(11)  Section  101.8(e)  is  revised  as 
follows: 

§  101.8  Merchant  vessel  and  small  craft 
anchorages. 

***** 

(e)  If  there  are  any  discrepancies 
between  the  designated  anchorage  areas 
as  described  in  this  section  and  the 
anchorage  areas  as  described  in 
paragraph  4  of  Annex  A  of  the 
Agreement  in  Implementation  of  Article 
III  of  the  Panama  Canal  Treaty  of  1977 
and  the  attachments  thereto,  the 
description  in  the  treaty  documents  shall 
govern. 

(12)  Section  101.9  is  revised  as 
follows: 

t 

§  101.9  Papers  required  by  boarding 
officer. 

On  arrival,  there  shall  be  ready  for 
immediate  inspection  or  delivery,  as  the 
case  may  be,  to  the  boarding  officer  the 
required  number  of  copies  of  papers 
concerning  tonnage  of  vessel,  cargo,  and 
such  other  matters  upon  which 
information  is  necessary,  as  are 
prescribed  by  §  101.10.  The  required 
manifests,  lists  and  statements  shall  be 
sworn  to  by  the  Master  or  agent  of  the 
vessel.  Vessels  will  not  be  permitted  to 
transit  until  properly  cleared  by  the 
boarding  officer.  Failure  to  present  the 
required  papers  to  boarding  officers 
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could  result  in  loss  of  the  vessel’s 
relative  position  in  the  movement 
schedule  and  delay  in  granting  the 
necessary  permission  to  depart. 

(13)  Section  101.10  is  revised  as 
follows: 

§  101.10  Same;  Net 

(a)  Documents  for  Commission, 
boarding  officer.  All  documents  listed 
below  shall  be  ready  for  immediate 
delivery  to  the  boarding  officer  when  he 
boards  the  vessel  upon  each  arrival  of 
the  vessel  at  the  Canal. 

Documents  required  and  number  of  sets 

(1)  Ship’s  information  (Panama  Canal 
Form  4398)—! 

(2)  Clearance  from  last  port — ^1  * 

(3)  11  certificates  of  a  sanitary  nature — 
1> 

(4)  Store  list — 1 

(5)  Cargo  declaration  (Panama  Canal 
Form  4363)— 1* 

(6)  Panama  Canal  tonnage  certificate — ^1 

(7)  National  Register — 1  ^ 

(8)  General  arrangement  and  engine 
room  plans — 1  ® 

(9)  Report  of  structural  alterations  and 
of  changes  in  use  of  tanks  or  other 
spaces  since  last  transit — 1 

(10)  Declaration  by  all  vessels  except 
ships  of  war  of  all  arms  and  munitions 
of  war  aboard  other  than  explosives 
declared  separately — 2®  * 

(11)  Declaration  as  to  vessel’s  port(s)  of 
departure,  destination,  and  ports  of 
call,  within  the  last  three  months,  with 
the  corresponding  actual  or 
approximate  dates — 1  * 

(12)  Crew  and  passenger  lists — 2 

(b)  Crew  list.  For  purposes  of 
additional  identihcation  of  crew 
members,  all  copies  of  the  crew  list 
required  by  this  section  shall  include  for 
each  seaman  the  serial  number  of  his 
certihcate  of  identification,  continuous 
discharge  book,  passport  or  other 
satisfactory  identifying  documentation. 
In  addition,  the  given  name  and  middle 
initial,  as  well  as  the  family  name,  shall 
be  shown  for  all  seamen. 

(c)  Passenger  list.  All  copies  of  the 
passenger  list  required  by  this  section 
shall  be  accurate'and  legible  and  shall 
be  delivered  to  the  boarding  officer.  The 
list  shall  show  passengers  in 
alphabetical  order. 

(14)  Section  101.11  is  removed  as 
follows: 


*  For  examination  and  possible  retention. 

*  Not  required  of  vessels  of  war  or  auxiliary 
vessels  as  those  terms  are  defined  in  the  Treaty 
Concerning  the  Permanent  Neutrality  and  Operation 
of  the  Panama  Canal  (September  7, 1977). 

‘  Not  required  unless  ship  transits  Canal. 

*  Not  required  unless  such  cargo  is  carried. 


§101.11  [Removed] 

(15)  Section  101.13  is  revised  as 
follows: 

§  101.13  Entry  and  departure  of  vessels. 

(a)  An  arriving  vessel  shall  be  entered 
at  either  the  Pacific  or  Atlantic  entrance. 
A  vessel  is  entered  by  the  Canal 
Commission  authorities  upon  the  report 
of  the  boarding  officer  and  it  is  not 
necessary  for  the  Master  to  come  ashore 
for  that  purpose.  At  the  discretion  of  the 
Marine  Director,  a  vessel  may  be  denied 
entry  for  failure  to  comply  with  Panama 
Canal  regulations.  In  certain  cases 
vessels  may  be  provisionally  entered. 
When  provisional  entry  is  granted, 
vessels  may  remain  in  Canal  waters 
only  under  the  conditions  set  forth  in  the 
provisional  entry.  Permission  to  enter 
port  waters  will  be  given  by  the 
Republic  of  Panama. 

(b)  Any  vessel  that  has  entered  or  has 
provisionally  entered  the  Canal  shall, 
prior  to  its  departure  therefrom,  obtain 
permission  from  the  Chief,  Navigation 
Division  or  his  designee.  Permission  to 
depart  shall  be  issued  only  after  the 
Chief,  Navigation  Division  has  satisfied 
himself  that:  ' 

(1)  All  documents  and  statistical  data 
required  for  entry  or  provisional  entry 
by  the  Canal  authorities,  respecting  the 
vessel  and  its  cargo  have  been 
furnished;  and 

(2)  Tolls  and  other  charges  for 
services  or  supplies  furnished  by  the 
Panama  Canal  Commission  have  been 
paid  or  the  payment  seciured. 

(16)  Section  101.14  is  added  as 
follows: 

§  101.14  Panama  Canal  waters;  definition. 

As  used  in  this  Subchapter,  the  term 
“Panama  Canal  waters”  or  “Canal 
waters”  refers  to  all  waters  lying  within 
the  Canal  operating  area  described  in 
Annex  A  of  the  Agreement  in 
Implementation  of  Article  III  of  the 
Panama  Canal  Treaty  of  1977  between 
the  United  States  of  America  and  the 
Republic  of  Panama  and  depicted  in 
attachments  thereto. 

Part  103  is  amended  as  follows: 

PART  103— GENERAL  PROVISIONS 
GOVERNING  VESSELS 

(17)  Part  103  Table  of  Contents  is 
revised  as  follows: 

Sec. 

103.1  Regulations  to  be  kept  abroad. 

103.2  Denial  of  passage  to  dangerous  vessel. 

103.3  Discovery  of  defect  in  vessel  during 
transit  or  while  underway. 

103.4  Load  and  trim. 

103.5  Deck  load. 

103.6  Size  and  draft  limitations  of  vessels. 

103.7  Temporary  holding  of  vessels. 

103.8  Order  of  transiting  of  vessels. 

103.9  Passenger  steamers  given  preference 
in  transiting. 


Sea 

103.10  Vessels  required  to  be  equipped  with 
certain  indicators. 

103.11  Vessels  without  mechanical  signal 
system  to  engine  room  subject  to  delay  in 
transiting. 

103.12  Discharge  of  firearms. 

103.13  Firing  of  salutes. 

103.14  Colors  and  house  flags. 

103.15  Boarding  vessels  at  anchor  or 
underway. 

103.16  Meals  to  be  furnished  by  vesel  in 
certain  cases. 

103.17  Boat  for  handling  lines. 

103.18  Pilot  ladders,  hoists  and  side  ports. 
103.10  Requirements  for  pilot  platforms. 

103.20  Disabling  of  engines. 

103.21  Precautions  against  emission  of 
sparks,  smoke  or  noxious  gases. 

103.25  Fishing  or  placing  of  nets  or  other 
obstructions  prohibited. 

103.26  Obstructions  not  to  be  placed  across 
channels  or  anchorages. 

103.27  Clear  view  forward  from  the  bridge 
and  steering  light  requirement  for  certain 
vessels. 

103.28  Towing  of  certain  vessels  required. 

103.29  Anchoring  in  Panama  Canal  waters. 

103.30  Requirements  for  all  dead  tows. 

103.32  Engine  orders  to  be  recorded. 

103.33  Navigation  in  Gaillard  Cut. 

103.34  Same;  Control  by  Chief,  Navigation 
division. 

103.39  Arrow  signals;  locks. 

103.40  Transit  schedules;  pennants. 

103.41  Ships  to  display  schedule  number. 

103.42  Maneuvering  characteristics;  data 
required. 

(18)  Authority  citation  is  revised  as 
follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L.  98-70, 93 
Stat.  492;  EO 12215,  FR  36043. 

(19)  Section  103.3  is  revised  as 
follows: 

§  103.3  Discovery  of  defect  In  vessel 
during  transit  or  while  underway. 

Upon  the  discovery  during  transit  of 
the  Canal,  or  at  any  time  while 
underway,  of  any  defect  in  a  vessel  of 
such  serious  nature  that  it  might 
interfere  with  further  passage  or  with 
her  safe  navigation,  the  vessel  shall  stop 
and,  if  practicable,  be  anchored  or 
moored  at  the  first  available  place.  A 
full  report  shall  be  made  immediately  to 
the  Chief,  Navigation  Division  or  his 
designee  by  radio  or  by  the  best  means 
available. 

(20)  Section  103.4(b)  and  (c)  are 
revised  as  follows: 

§  103.4  Load  and  Trim. 

****** 

(b)  A  vessel  having  a  list  of  between  3 
degrees  and  10  degrees,  or  which  is  so 
loaded  or  so  trimmed  as  to  adversely 
affect  her  manuverability,  may  be 
permitted  to  transit  at  the  discretion  of 
the  Chief,  Navigation  Division  of  his 
designee.  If  such  vessel  is  allowed  to 
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transit,  however,  it  may  do  so  only  at  its 
own  risk  and,  to  the  extent  and  in  the 
proportion  that  such  failure  to  meet  the 
requirements  of  this  section  proximately 
causes  or  contributes  to  a  casualty  and 
resulting  damages,  the  Master  of  such 
vessel  on  behalf  of  said  vessel,  her 
owners,  operators,  or  any  other  persons 
having  any  interest  in  her,  and  for 
himself,  will  be  considered  to  have 
released  the  Panama  Canal  Commission 
and  the  United  States  from,  and  to  have 
indemnified  them  against,  any  loss, 
damage,  or  liability  incurred  by  the 
Commission,  or  the  United  States  under 
or  in  respect  to: 

(1)  Sections  1411  through  1416, 
inclusive,  of  Pub.  L.  96-70,  93  Stat.  485- 
87. 

(2)  Property  of  the  Panama  Canal 
Commission  or  the  United  States:  and” 

(3)  Panama  Canal  Commission 
employees  under  the  Federal 
Employees’  Compensation  Act,  5  U.S.C. 
8101,  et  seq.,  or  any  other  employee 
compensation  system.  The  Master  of  the 
vessel  that  fails  to  meet  the 
requirements  of  this  section  may  be 
required  to  execute,  in  the  presence  of  a 
Commission  official,  a  form  undertaking 
to  release  the  Panama  Canal 
Commission  and  the  United  States  from 
liability  in  case  of  an  accident  and  to 
indemnify  the  Commission  and  the 
United  States  for  any  damages 
sustained.  The  failure  of  the  Master  of  a 
vessel  to  sign  such  a  form,  however,  will 
not  relieve  the  vessel,  her  owners,  or 
any  other  person  having  an  interest  in 
her  from  liability  incurred  as  a  result  of 
the  vessel's  failure  to  meet  the 
requirements  of  this  section. 

(c)  Nothing  shall  be  done,  or  permitted 
to  be  done,  by  the  Master  or  any 


member  of  the  crew,  which  would  alter 
the  trim  or  draft  of  a  vessel  while  it  is 
transiting  the  Canal,  without  the  prior, 
express  approval  of  the  pilot. 

(21)  Section  103.5  is  revised  as 
follows: 

§103.5  Deck  load. 

(a)  A  vessel  carrying  a  deck  load  shall 
have  it  so  stowed  as  to  be  sufficiently 
clear  to  provide  safe  working  space 
around  all  chocks,  bitts,  and  other  gear 
used  in  transiting  and  so  arranged  as  to 
not  obstruct  any  direct  lead  from  chocks 
to  bitts. 

(b)  Vessels  may  transit  with  deck 
cargo  protruding  over  one  side  not  to 
exceed  15.0  feet  if  the  maximum  beam, 
including  protrusions,  does  not  exceed 
85.0  feet,  ^rsuant  to  section  1411  of 
Pub.  L.  96-70,  93  Stat.  485,  however,  the 
Commission  may  not  consider  any  claim 
for  damages  on  account  of  any  injury  to 
such  cargo  which  might  be  sustained 
while  the  vessel  is  passing  through  the 
locks  of  the  Canal. 

(22)  Section  103.6  is  revised  as 
follows: 

§  103.6  Size  and  draft  limitations  of 
vessels. 

(a)  Definitions  as  used  in  this  section: 

(1)  “TFW”  means  Tropical  Fresh 
Water  of  Gatun  Lake,  density  .9954  gms/ 
cc  at  85°F.  (Transition  to  fresh  water 
frequently  alters  the  trim  of  large 
vessels  3”  to  4"  by  the  head.) 

(2)  “Published  TFW  maximum  draft" 
means  the  deepest  point  of  immersion  in 
Gatun  Lake  waters  as  promulgated  by 
the  Marine  Director,  taking  into  accoimt 
the  water  level  of  Gatun  Lake  and  other 
limitations  deemed  necessary  because 
of  restrictions  in  the  Canal. 


(3)  "Maximum  authorized  transit 
draft;;  means  the  deepest  point  of 
immersion  in  TFW  of  a  particular  vessel 
authorized  at  anytime,  Gatun  Lake  level 
and  Canal  restrictions  permitting. 

(4)  "Commercial  vessel”  means  a  self- 
propelled  vessel,  other  than  a  naval, 
military  or  other  public  vessel. 

(5)  “Integrated  tug-barge 
combination”  means  a  barge  that  is 
specirically  conbgured  to  receive  a 
tugboat  and  with  the  tug,  becomes,  in 
effect,  a  single  self-propelled  unit. 

(6)  “Non-self-propelled  vessel’’  means 
a  vessel  which  either  does  not  have  an 
installed  means  of  propulsion,  or  has  an 
installed  means  of  propulsion  which  is 
not  functioning  during  transit. 

(7)  “Barge”  means  a  flat-bottomed 
vessel  of  full  body  and  heavy 
construction  without  installed  means  of 
propulsion. 

(b)  Maximiun  authorized  transit  draft 
of  vessels  with  draft  in  excess  of  35  feet, 
six  inches. 

(1)  Prior  to  the  initial  transit  of  a 
vessel  whose  transit  draft  will  exceed  35 
feet,  six  inches,  owners,  operators,  or 
agents  must  supply  in  full  the 
information  required  in  subparagraph 
(b)(2)  of  this  section  and  request  the 
maximum  authorized  transit  draft  for 
the  vessel  (deepest  point  of  immersion 
TFW)  from  the  Chief,  Navigation 
Division  or  his  designee,  no  later  than 
two  weeks  prior  to  loading  of  the  vessel. 
This  request  will  be  returned  with  the 
approved  maximum  authorized  transit 
draft  stamped  thereon. 

(2)  The  information  required  by 
subparagraph  (b)(1)  of  this  section  shall 
be  submitted  in  the  following  format: 


Information  Needed  Prior  to  Initial  Transit  Through  the  Panama  Canal 

Bilge  Information 

Name  of  vessel - Date - 

Authorized  Tropical  Fresh  Water  Load  Line - 

Admeasurer - CertiHed  as  Correct - 

Master-Owners  Agents 

(1)  “A” — Half  breadth  of  vessel  to  the  outside  of  shell 

(2)  “R” — Radius  of  turn  of  bilge  (Feet  &  Inches) 

(3)  “DR” — Dead  rise  at  side  of  vessel  (Inches) 


( 
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^  •  Half  Brea(3th  to  Outside  of  Shell  -  "A" 

^  w 

Note. — On  an  off-center  lockage  with  the  vessel  touching  the  lock  wall,  the  turn  of  the  bilge  will  clear  the  lock-wall  batVers  at  the  most 
critical  point  as  shown  in  the  Table  of  Limiting  Drafts,  subparagraph  (d)(3)  of  this  section. 


(c)  Draft  during  initial  transit.  The 
initial  transit  is  permitted  at  the 
maximum  authorized  transit  draft.  After 
the  initial  transit,  unless  the  vessel's 
agent  or  owner  is  notified  of  any 
restrictions  imposed  by  Canal 
authorities,  this  maximum  authorized 
transit  draft  will  remain  in  effect. 

(d)  Minimum  transit  drafts,  measured 
in  salt  water, 

(1)  All  vessels  transiting  the  Canal 
must  have  sufricient  ballast  to  permit 
safe  handling  during  transit.  The 
following  are  minimum  salt  water  drafts 
(TSW)  for  ships  anticipating  transit; 


Length 

Mlnumum  drafts 

Up  to  426' . . . 

Over  426'  iMit  not  more  than 
476.0'. 

Over  476'  but  not  more  than 
625.0'. 

Over  526'  but  not  more  than 
580 A'. 

Over  580'  but  not  more  than 
625.0'. 

fw  nos- . 

ranges  over  the  forecastle 
from  center  of  navigation 
bridge. 

O'  forward.  14'  aft,  TSW 

18'  forward,  20'  aft,  TSW. 

20-  forward,  22'  aft,  TSW. 

3Z  forward.  24'  aft.  TSW 

24'  forward,  26'  aft,  TSW. 

(2)  The  vessel’s  drag  must  not 
adversely  affect  maneuverability. 

(3)  The  following  table  provides  the 
limiting  drafts  due  to  bilge  radius; 


Table  of  Limiting  Drafts  Due  To  Bilge 
Radius  Contacting  Chamber  Batters 

(Allows  lor  6-Inch  thick  rubber  fenders  on  lock  waHs  at 
batter  locations] 


Radius  of  turn  of  bilge  (feel) 

1' 

Z 

3' 

4' 

6' 

0"....™ 

35'B" 

36'6" 

37'4" 

38'Z' 

390" 

1".. ...... 

36'9” 

367" 

37'5" 

38'3" 

OS'!" 

r . 

36'10" 

36'8" 

37'6" 

38'4" 

3»'Z‘ 

3". _ 

36'10" 

38'8" 

37'6" 

38'6" 

39'3" 

4" . 

36'11" 

38'9" 

37'7" 

38'5" 

39'3" 

8"...-.., 

36'0" 

38'10" 

37'8" 

38'6" 

39'4" 

6" . 

36'1" 

36'11" 

37'9" 

38'7" 

89'5" 

7" . 

38'Z' 

37'0" 

37'10" 

3ff8" 

39'6" 

8" . 

SB'S" 

37'i" 

37'11" 

3e'10" 

9" . 

38'3" 

3ri" 

38'0" 

38'10" 

10" . 

36'4" 

37'r 

380" 

38'1ff' 

11"..... 

36'5" 

373" 

38'1" 

38'11" 

Example;  To  find  draft  of  ship  having  a 
radius-of-tum-of-bilge  of  4'4"  read  across  top 
of  table  to  column  headed  4'  thence  down 
column  opposite  4  inches — Read  38'5". 

Note:  Dead  Rise  not  included  in  above 
tabulations  and  must  be  aded  to  above 
readings. 

(e)  Maximum  length. 

(1)  The  maximum  length  overall, 
including  bulbous,  bow,  for  a  commercial 
vessel  acceptable  for  regular  transit  is 
900.0  feeL  except  passenger  and 
container  ships  which  may  be  950.0  feet 
in  overall  length. 

(2)  The  maximum  length  for  integrated 
tug-barge  combination  acceptable  for 
regular  transit  is  900.0  feet  overall, 
including  the  tug.  A  tug-barge 


combination  must  transit  together  as 
one  uniL  with  the  tug  supplying  the 
propelling  power. 

(3)  The  maximum  aggregate  overall 
length  for  non-self-propelled  vessels 
acceptable  for  transit  is  850.0  feet, 
including  accompanying  tugs. 
Accompanying  tugs  must  lock  through 
with  the  non-self-propelled  vessel. 

(f)  Maximum  beam. 

(1)  The  maximum  extreme  beam  for  a 
commercial  vessel  and  the  integrated 
tug-barge  combination  acceptable  for 
regular  transit  is  106.0  feet. 

(2)  In  the  discretion  of  the  Chief, 
Navigation  Division  or  his  designee, 
commercial  vessels,  including  integrated 
tug-barge  combinations,  having  an 
extreme  beam  of  between  106.0  and 
107.0  feet  may  be  permitted  to  transit  on 
a  one-time  basis  only  if  the  deepest 
point  of  immersion  does  not  exceed  37.0 
feetTFW. 

(3)  The  maximum  extreme  beam  for 
non-self-propelled  vessels  (other  than 
integrated  tug-barge  combinations) 
acceptable  for  transit  is  100.0  feet. 

(g)  Previous  approvals  and  one-time 
transits.  Vessels  approved  for  regular 
transit  prior  to  December  20, 1976  whose 
maximum  lenght  or  beam  slightly 
exceed  the  limits  set  forth  in  paragraphs 
(e)  and  (f)  may  continue  to  transit  on  a 
regular  basis.  After  that  date,  approval 
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will  not  be  given  for  transit  of  other 
commercial  vessels  whose  extreme 
beam  exceeds  106.0  feet  by  any  amount, 
except  for  vessels  transiting  on  a  one¬ 
time  delivery  basis. 

(h)  Release  from  Liability.  If  a  vessel 
having  a  draft  of  less  than  the  n.inimum 
authorized  draft  provided  in  paragraph 
(d)  of  this  section  or  one  having  a  beam 
in  excess  of  106.0  feet  is  permitted  to 
transit  on  a  one-time  basis,  such  vessel 
may  do  so  only  at  its  own^isk  and,  to 
the  extent  and  in  proportion  that  such 
failure  to  meet  the  requirements  of  this 
section  proximately  causes  or 
contributes  to  a  casualty  and  resulting 
damages,  the  Master  of  such  vessel,  on 
behalf  of  said  vessel,  her  owners, 
operators,  or  any  other  person  having  an 
interest  in  her,  and  for  himself,  will  be 
considerd  to  have  released  the  Panama 
Canal  Commission  and  the  United 
States  from,  and  to  have  indemnifed 
them  against,  any  loss,  damage  or 
liability  incurred  by  the  Panama  Canal 
Commission  or  the  United  States  under, 
or  in  respect  to: 

(1)  Sections  1411  through  1416, 

inclusive,  of  Pub.  L  96-70,  93  Stat.  485- 
87;  ^ 

(2)  Property  of  the  Panama  Canal 
Commission  or  the  United  States;  and 

(3)  Panama  Canal  Commission 
employees  under  the  Federal 
Employees’  Compensation]  Act  5  U.S.C. 
8101,  et  seq.,  or  any  other  employee 
compensation  system.  The  Master  of  the 
vessel  that  fails  to  meet  the 
requirements  of  this  section  may  be 
required  to  execute,  in  the  presence  of  a 
Commission  ofHcial,  a  form  undertaking 
to  release  the  Panama  Canal 
Commission  and  the  United  States  from 
liability  in  case  of  an  accident  and  to 
indemnify  the  Commission  and  the 
United  States  for  any  damages 
sustained.  The  failure  of  the  Master  of  a 
vessel  to  sign  such  a  form,  however,  will 
not  relieve  the  vessel,  her  owners,  or 
any  other  person  having  an  interest  in 
her  from  liability  incurred  as  a  result  of 
the  vessel’s  failure  to  meet  the 
requirements  of  this  section. 

(i)  Denial  of  transit.  A  vessel  shall  not 
be  permitted  to  transit  the  Canal  under 
the  following  circumstances: 

(1)  When  the  vessel’s  maximum  point 

of  immersion  exceeds  its  maximum 
authorized  draft;  ^ 

(2)  when  the  vessels’s  maximum  point 
of  immersion  exceeds  the  published 
TWF  maximum  draft  then  in  effect; 

(3)  when  the  length  overall,  including 

bulbous  bow,  exceeds  that  stated  in 
paragraph  (e)  of  this  section,  unless  the 
vessel  was  approved  for  regular  transit 
prior  to  March  16, 1981;  or  ,, 

(4)  When  the  extreme  beam  exceeds 
that  stated  in  paragraph  (f)  of  this 


section  by  any  amount,  unless  the  vessel 
was  approved  for  regular  transit  prior  to 
March  10, 1981. 

(j)  General. 

(1)  Vessels  of  100.0  feet  beam  and 
over  whose  list,  trim  or  handling 
characteristics  are  such  as  to  endanger 
themselves,  Panama  Canal 
appurtenances  or  a  third  party,  may 
have  such  further  limitations  placed  on 
them  as  Canal  authorities  deem 
necessary  to  insure  reasonable  safety. 

(2)  The  draft  of  non-self-propelled 
barges  of  550.0  feet  or  more  in  length 
may  be  limited  when,  in  the  opinion  of 
Canal  authorities,  such  a  limit  is 
necessary  to  insure  reasonable  safety. 

(3)  Non-self-propelled  vessels,  other 
than  integrated  tug-barge  combinations, 
will  be  accepted  only  on  an  individual 
basis;  advance  permission  for  initial 
transit  as  a  non-self-propelled  vessel  is 
required.  Displacement  of  these  vessels 
is  limited  to  35,000  tons  and  the  draft 
requirements  of  paragraph  (d)  of  this 
section  are  applicable.  Riding  crews 
must  be  provided  in  sufficient  numbers, 
as  required  by  the  Chief,  Navigation 
Division,  to  safely  handle  towboat  lines 
and  boarding  ladders,  and  to  assist  in 
•"looring. 

(4)  The  numerous  constraints  affecting 
the  transit  schedules  of  vessels  and 
tows  make  it  important  that  information 
provided  in  advance  of  the  initial  transit 
of  a  vessel  include  a  capacity  plan, 
general  arrangement  plans,  engine  room 
plans,  and  whenever  possible,  a 
photostatic  copy  of  national  register, 
load  line  certificate  and  Panama  Canal 
tonnage  certificate.  This  advance 
information  will  minimize  the  time  spent 
aboard  the  vessel  by  Panama  Canal 
officials  before  commencement  of  the 
initial  transit. 

(23)  Section  103.7  is  revised  as 
follows: 

§  103.7  Temporary  holding  of  vessels. 

The  Canal  authorities  may  hold  a 
vessel  for  the  purpose  of  investigating  a 
marine  accident  under  Parts  115  or  117 
of  this  chapter.  A  vessel  may  also  be 
held  until,  in  the  opinion  of  the  Canal 
authorities,  its  tenderness,  trim,  list, 
cargo,  hull,  machinery,  and  equipment 
have  been  put  into  such  condition  as 
will  make  the  vessel  reasonably  safe  for 
her  passage  through  the  Canal.  No  claim 
for  damages  shall  be  allowed  or 
considered  because  of  any  such 
temporary  holding  of  vessels. 

(24)  Section  103.10(e)  is  revised  as 
follows: 

§103.10  Vessels  required  to  be  equipped 
with  certain  Indicators. 

*  *  «  *  * 


(e)  Any  vessel  which  fails  to  meet  the 
requirements  of  this  section  may  be 
denied  transit.  If  the  Canal  authorities 
decide  that  a  vessel  can  be  handled 
without  undue  danger  to  equipment  or  to 
personnel,  notwithstanding  her  failure  to 
comply  with  other  requirements  of  this 
section,  and  permit  her  to  transit,  such 
vessel  may  do  so  only  at  its  own  risk 
and,  to  the  extent  and  in  the  proportion 
that  such  failure  to  meet  the 
requirements  of  this  section  proximately 
causes  or  contributes  to  a  casualty  and 
resulting  damages,  the  Master  of  such 
vessel,  on  behalf  of  said  vessel,  her 
owners,  operators  or  any  other  persons 
having  any  interest  in  her  and  for 
himself,  will  be  considered  to  have 
released  the  Panama  Canal  Commission 
and  the  United  States  from,  and  to  have 
indemnified  them  against,  any  loss, 
damage  or  liability  incurred  by  Pancuna 
Canal  Commission  or  the  United  States 
under,  or  in  respect  to: 

(1)  Sections  1411  through  1416, 
inclusive,  of  Pub.  L.  96-70, 93  Stat.  485- 
87. 

(2)  Property  of  the  Panama  Canal 
Commission  or  the  United  States;  and 

(3)  Panama  Canal  Commission 
employees  under  the  Federal 
Employees’  Compensation  Act,  5  U.S.C 
8101,  et  seq.,  or  any  other  employee 
compensation  system.  The  Master  of  the 
vessel  that  fails  to  meet  the 
requirements  of  this  section  may  be 
required  to  execute,  in  the  presence  of  a 
Conunission  official,  a  form  undertaking 
to  release  the  Panama  Canal 
Commission  and  the  United  States  from 
liability  in  case  of  an  accident  and  to 
indemnify  the  Commission  and  the 
United  States  for  damages  sustained. 
The  failure  of  the  Master  of  a  vessel  to 
sign  such  a  form,  however,  will  not 
relieve  the  vessel,  her  owners,  or  any 
other  person  having  an  interest  in  her 
from  liability  incurred  as  a  result  of 
vessel’s  failiu'e  to  meet  the  requirements 
of  this  section. 

(25)  Section  103.12  is  revised  as 
follows: 

§  103.12  Discharge  of  firearms. 

No  firearms  of  any  kind  may  be 
discharged  from  vessels  while  in  Canal 
waters,  except  that  authorized  salutes 
by  vessels  of  war  will  be  permitted  by 
prior  arrangement  with  Canal 
authorities. 

(26)  Section  103.13  is  revised  as 
follows: 

§  103.13  Firing  of  salutes. 

Vessels  of  war  may  not  frre  salutes 
while  at  a  Commission  dock,  in  the 
locks,  or  in  Gaillard  Cut. 
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(27)  Section  103.14  is  revised  as 
follows: 

§  103.14  ^Colors  and  house  flags. 

During  daylight,  vessels  in  Canal 
waters  shall  display  their  colors  and 
house  flags. 

(28)  Section  103.15  is  revised  as 
follows: 

§  103.15  Boarding  vessels  at  anchor  or 
underway. 

Except  for  members  of  the  Canal 
boardi^  party,  pilots,  Republic  of 
Panama  boar^ng  officials,  and  agents, 
in  the  performance  of  their  official 
duties,  and  such  other  persons  as  may 
be  authorized  by  Canal  authorities,  no 
person,  with  or  without  the  consent  of 
the  Master,  may  board  a  vessel  at 
anchor  or  underway  in  the  Canal 
waters. 

(29)  Section  103.16  is  revised  as 
foUows: 

§  103.16  Meals  to  be  furnished  by  vessel 
in  certain  cases. 

Vessels  shall  furnish  meals  to  Panama 
Canal  pilots  without  charge  during  the 
ship’s  regular  meal  hours  and  shall 
furnish  a  meal  to  the  pilot  between  2200 
hours  and  0400  hours  if  the  vessel  is 
transiting  the  Canal  during  such  hours. 

In  addition,  vessels  shall  provide  meals 
without  charge  during  the  ship's  regular 
meal  hours  to  any  other  Panama  Canal 
Commission  personnel,  other  than 
linehandlers,  whose  assignment  will 
require  them  to  be  aboard  the  vessel  for 
four  or  more  hours.  If  a  vessel  is  unable  \ 
to  furnish  such  meals,  they  may  be 
furnished  by  the  Panama  Canal 
Commission  at  the  expense  of  the 
vessel. 

(30)  Section  103.18  is  revised  as 
follows: 

§  103.18  Pitot  ladders,  hoists  and  side 
ports. 

(a)  A  vessel  shall,  weather  permitting, 
have  both  an  accommodation  ladder 
and  a  pilot  ladder  rigged  and  ready  for 
use  upon  arrival  in  Canal  waters. 

(b)  The  pilot  ladder  shall  be 
constructed  and  rigged  in  accordance 
with  Regulation  17,  Chapter  V, 
International  Convention  for  Safety  of 
Life  at  Sea,  1974,  TIAS  9700,  except  that: 

(c)  When  the  distance  from  the  water 
line  to  the  point  of  access  of  the  vessel 
exceeds  nine  meters  or  30  feet,  a 
combination  pilot  ladder  and  short  brow 
accomodation  ladder  must  be  provided 
for  boarding  purposes. 

(d)  A  mechanical  pilot  hoist  may  be 
used  for  boarding  officials  and  pilots 
only  at  their  discretion,  and  provided 
that  the  design  and  construction  of  the 
hoist  6ind  ancillary  equipment  are  in 


accordance  with  Regulation  17,  Chapter 
V,  International  Convention  for  Safety 
of  Life  at  Sea,  1974. 

(e)  When  a  mechanical  pilot  hoist  is 
used,  a  ring  buoy  fitted  with  a  lifeline 
and  self-igniting  light  shall  be  available 
and  ready  for  immediate  use.  The  pUot 
ladder  required  by  §  103.18(a)  shall  be  in 
close  proximity  to  the  pilot  hoist,  ready 
for  immediate  use  but  lashed  up  so  as 
not  to  intefere  with  the  pilot  hoist. 

(f)  When  the  side  ports  are  used  for 
boarding,  the  minimum  vertical  distance 
between  the  waterline  and  the  bottom  of 
the  side  port  at  any  draft  shall  be  six 
feet. 

(31)  Section  103.19  is  revised  as 
follows: 

§  103.19  Reguirements  for  pHot  piatforms. 

(a)  Any  vessel  that,  in  accordance 
with  Panama  Canal  operation 
standards,  is  required  to  have  four  pilots 
aboard,  shall  provide  suitable  pilot 
platforms  for  the  assisting  pilots.  The 
purpose  for  the  pilot  platforms  is  to 
provide  shelters  from  sun  and  rain  for 
pilots  working  near  the  bow  or  the  stem 
of  a  vessel  and  to  provide  adequate 
visibility  around  the  Locks  in  order  to 
reduce  the  danger  of  damage. 

(b)  The  following  is  a  sketch  of  a 
simplified  pilot  platform  which  is 
acceptable  to  the  Panama  Canal 
Commission: 


(c)  Each  platform  is  to  be  erected  over 
the  furthest  forward  point  of  the  extreme 
beam  at  the  waterline  and  not  more 
than  six  inches  from  the  vertical  plane 
of  shell  plating.  For  vessels  of 
unorthodox  design  requiring  aft 
platforms,  they  shall  be  erected  at  a 


position  which  is  approximately  over 
the  aftermost  point  of  extreme  beam  at 
the  waterline  and  not  more  than  six 
inches  inboard  frt)m  the  vertical  plane  of 
shell  plating. 

(d)  Hie  awning  indicated  in  the  sketch 
in  paragraph  (b)  of  this  section  is  to  be 
made  of  suitable  material  to  provide 
shelter  fixim  sun  and  rain.  The  deck  of 
the  pilot’s  platform  is  to  be  made  of 
wood  or  other  material  with  non-skid 
surface. 

(32)  Section  103.20  is  revised  as 
follows: 

§  103.20  DisMiUng  of  engines. 

Except  when  specifically  authorized 
by  the  Canal  authorities,  no  vessel  at 
any  dock  or  mooring  within  Canal 
waters  shall  have  its  engines  disabled  or 
otherwise  rendered  inoperative. 

(33)  Section  103.21  is  revised  as 
follows: 

§  103.21  Precautions  against  emission  of 
sparks,  smoke  or  noxious  gases. 

Vessels  in  Canal  waters  shall  take  all 
necessary  precautions  to  avoid  the 
issuance  of  sparks,  excessive  smoke,  or 
noxious  gases. 

(34)  Section  103.22  is  removed  as 
follows: 

§  103.22  [Removed] 

(35)  Section  103.23  is  removed  as 
follows: 

§  103.23  [Removed] 

(36)  Section  103.24  is  removed  as 
follows: 

§  103.24  [Removed] 

(37)  Section  103.25  is  revised  as 
follows: 

§  103.25  Fishing  or  placing  of  nets  or 
other  obstructions  prohibited. 

No  fishing  nets  or  other  obstructions 
shall  be  placed  in  any  of  the  navigable 
waters  of  the  Panama  Canal.  Fishing 
boats  shall  not  anchor  fpr  the  purpose  of 
fishing  nor  haul  nets  or  trawls  in  the 
anchorages  or  navigable  channels  of  the 
Canal.  Fishing  from  small  craft  in  the 
anchorages  or  navigable  channels  of  the 
Canal  is  prohibited. 

(38)  Section  103.26  is  revised  as 
follows: 

§  103.26  Obstructions  not  to  be  placed 
across  channels  or  anchorages. 

No  line,  pipe,  or  other  obstruction 
shall  be  passed  across  any  channel  or 
anchorage  so  as  to  obstruct  the  passage 
of  vessels. 

(39)  Section  103.27  (a),  (b),  (c)  and  (e) 
are  revised  as  follows: 
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§  103.27  Clear  view  forward  from  the 
bridge  and  steering  light  requirement  for 
certain  vessels. 

(a)  A  vessel  may  not  be  navigated  in 
Canal  waters  unless  there  is  a  clear, 
unobstructed  view  from  the  bridge. 

(b)  Vessels  having  a  distance  from  the 
bridge  to  the  stem  of  250  feet  or  more 
shall  have  installed,  at  or  near  the  stem, 
a  steering  range  equipped  with  a  frxed 
blue  light  which  shall  be  clearly  visible 
from  the  bridge  along  the  centerline.  If 
said  range  and  light  so  placed  would  be 
partially  or  completely  obstructed,  then 
two  such  ranges  and  lights  must  be 
installed  at  an  equal  distance  from  the 
centerline  and  shall  be  clearly  visible' 
from  the  bridge  along  lines  parallel  to 
the  keel. 

(c)  Naval  or  military  vessels  exempted 
from  the  requirements  of  Part  111  of  this 
chapter  shall  also  be  exempt  from  the 
requirements  of  paragraphs  (b),  (d),  and 
(e)  of  this  section. 

***** 

(e)  The  use  of  this  steering  light  shall 
be  at  the  discretion  of  the  Panama  Canal 
pilot  who  has  control  of  the  navigation 
and  movement  of  the  vessel. 

[40]  Section  103.28  is  revised  as 
follows: 

§  103.28  Towing  of  certain  vessels 
required. 

A  vessel  arriving  at  an  entrance  to  the 
Canal  and  having  a  mean  draft  in  excess 
of  that  allowed  under  the  Load  Line 
Regulations  for  the  tropical  zone, 
applicable  for  the  voyage  on  which  the 
vessel  is  engaged,  as  determined  by  the 
American  Bureau  of  Shipping,  Lloyd’s 
Register  or  other  acceptable  certi^ng 
agency,  is  required  to  take  the  services 
of  a  Panama  Canal  tug  or  tugs  frum  the 
PaciHc  entrance  Channel  Buoys  1  and  2 
to  Gamboa  Reach,  from  the  north  end  of 
Gatun  Locks  to  Buoy  3  in  the  Atlantic 
harbor,  and  vice  versa.  However,  in  the 
instances  where  the  overdraft  is 
negligable,  the  assignment  of  a  tug  or 
tugs  may  be  waived  at  the  discretion  of 
the  Chief,  Navigation  Division  or  his 
designee.  Any  vessel  without 
mechanical  motive  power,  or  the 
machinery  of  which  is  or  becomes 
disabled,  or  which  steers  badly,  or 
which  is  liable  to  become  unmanageable 
for  any  reason,  shall  be  towed  through 
the  Canal.  The  Canal  authorities  may 
require  any  vessel  to  take  a  tug  or  tugs 
through  Gaillard  Cut,  in  the  approaches 
to  the  locks,  or  in  any  other  part  of  the 
Canal,  when  in  their  judgment  such 
action  is  necessary  to  insure  reasonable 
safety  to  the  vessel  or  to  the  Canal  and 
its  appurtenances.  The  tug  service  in 
any  of  these  cases  shall  be  chargeable 
to  the  vessel.  The  Master  of  a  vessel 
which  steers  badly,  or  which  is  liable  to 


become  unmanageable  for  any  reason, 
shall  report  such  fact  and  request  the 
services  of  a  tug. 

(41)  Section  103.29  is  revised  as 
follows: 

§  103.29  Anchoring  in  Panama  Canal  ^ 
waters. 

No  vessel  shall  anchor  within  the 
navigable  waters  of  the  Canal  in  other 
than  a  designated  anchorage,  except  in 
an  emergency,  and  no  craft  shall  tie  up 
to  any  aid-to-navigation  in  Canal 
waters. 

(42)  Section  103.30  is  revised  as 
follows: 

§  103.30  Requirements  for  all  dead  tows. 

(a)  Preparation  for  Transit. 

(1)  Upon  arrival,  the  tug  will  break  up 
the  tow  and  secure  the  bridle  so  that  no 
part  of  it  extends  below  the  surface  of 
the  water. 

(2)  Tows  shall  have  the  capability  of 
anchoring. 

(3)  Tows  will  be  inspected  before 
being  scheduled  for  transit 

(4)  Agents,  operators  and  owners  will 
be  responsible  for  making  any  required 
alterations  or  additions  to  equipment  or 
stowage. 

(5)  Boarding  facilities  will  comply 
with  Regulation  17,  Chapter  V, 
International  Convention  for  Safety  of 
Life  at  Sea.  1974,  TIAS  9700.  There  must 
be  a  clear  passage,  &«e  of  obstructions, 
from  the  boarding  facility  to  all  working 
areas,  otherwise,  catwalks  with 
handrails  and  steps  must  be  provided. 

(6)  The  working  area  near  chocks  and 
bitts  on  all  dead  tows  must  be  clear  of 
obstructions  and  fitted  with  safety  rails 
or  lines  at  the  vessel's  sides. 

(b)  Transit  requirements. 

(1)  Tows  must  provide  a  pilot  shelter 
with  a  clear  view  forward,  on  the  center 
line,  approximately  midway  between 
the  bow  and  stem.  This  shelter  may  be 
permanent  or  portable,  but  must  protect 
the  pilot  from  the  elements.  All  tows 
with  a  beam  in  excess  of  79.9  feet  shall 
provide,  in  addition  to  the  center  line 
shelter,  pilot  shelters  at  the  extreme 
beams  ^m  which  the  pilots  may 
readily  view  the  vessel's  sides. 

(2)  Dead  tows  must  be  equipped  with 
the  chocks  and  bitts  as  set  forth  in 

§  109.6  of  this  chapter. 

(3)  Tows  must  provide  mooring  and 
heaving  lines  and  have  mooring 
arrangements,  and  bitts  or  cleats  for 
securing  tugs  that  do  not  interfeere  with 
those  chocks  and  bitts  required  for 
locomotive  wires. 

(4)  All  barges  will  be  fitted  so  that  a 
pusher  tug  can  be  secured  with  its  stem 
held  firmly  to  the  center  line  of  the 
barge.  Pushing  tugs  are  to  be  equipped 
with  wire  cable  snubbers  and  springs. 


(5)  All  barges  will  be  required  to  have 
portable  toilets  on  board  prior  to 
departure  for  transit. 

(43)  Section  103.32  (a)  and  (c)  are 
revised  as  follows: 

§  103.32  Engine  orders  to  be  recorded. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  every  power-driven 
vessel  over  250  feet  in  length,  while 
navigating  in  Panama  Canal  waters 
under  the  control  of  a  Panama  Canal 
pilot,  shall  maintain  a  bridge  bell  book 
and  an  engine  room  bell  book.  The 
bridge  bell  book  shall  consist  of  a 
contemporaneous  record  of  each  engine 
order  and  the  time  it  is  transmitted  fi^m 
the  bridge  to  the  engine  room.  The 
engine  room  bell  book  shall  consist  of  a 
contemporaneous  record  of  each  engine 
order  and  the  time  it  is  received  in  the 
engine  room. 

***** 

(c)  The  bell  books  and  automatic 
recording  referred  to  in  paragraphs  (a) 
and  (b)  of  this  section,  the  reconi  of  an 
automatic  course  recording  device,  if 
one  is  available,  and  any  log  books  must 
be  siurendered,  upon  request,  to  the 
pilot  or  to  the  Board  of  Local  Inspectors 
or  other  Canal  authorities  for  the 
purpose  of  inspection  and  reporduction. 

(44)  Section  103.34  is  revised  as 
foUows: 

§  103.34  Same;  control  by  Chief, 

Navigation  Division. 

The  movement  of  vessels  in  Gaillard 
Cut  shall  be  regulated  by  th  Chief. 
Navigation  Division,  through  Marine 
Traffic  Control,  or  by  such  other  persons 
and  through  such  other  stations  or 
facilities  as  the  Canal  authorities  may 
designate. 

(45)  Section  103.35  is  removed  as 
follows: 

§  103.35  [Removed] 

(46)  Section  103.36  is  removed  as 
follows: 

§  103.36  .{Removed] 

(47)  Section  103.37  is  removed  as 
follows: 

§  103.37  [Removed] 

(48)  Section  103.38  is  removed  as 
follows: 

§  103.38  [Removed] 

(49)  Section  103.41  is  removed  as 
follows: 

§  103.41  Ships  to  display  schedule 
numoer. 

Each  ship  shall  display  throughout  her 
transit,  the  flag  or  flags  designating  the 
schedule  number  on  which  it  is  nmning. 
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(50)  Section  103.41a  is  redesignated  as 
§  103.42  as  follows: 

§  103.41a  [Redesignated  as  §  103.42] 

PART  105— PILOTAGE 

Part  105  is  amended  as  follows; 

(51)  Part  105  authority  citation  is 
.  revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L.  9&-70, 93 
Stat.  492;  EO  12215, 45  FR  36043. 

(52)  Section  105.1  is  revised  as 
follows: 

§  105.1  Pilots  required. 

(a)  Except  as  provided  by  §§  105.2 
and  105.3,  or  by  paragraph  (c)  of  this 
section,  no  vessel  shall  pass  through, 
enter  or  leave  the  Canal,  or  maneuver  in 
the  Canal  or  waters  adjacent  thereto, 
including  the  ports  of  Cristobal  and 
Balboa,  without  having  a  Panama  Canal 
pilot  on  board. 

(b)  Normally  a  vessel  will,  unless 
advised  to  the  contrary  by  the  Chief, 
Navigation  Division  or  his  designee,  be 
boarded  by  the  Panama  Canal  pilot 
inside  the  breakwater  at  a  point  north  of 
the  Mole  Beacon  at  the  Atlantic 
entrance  and  in  the  Merchant  Vessel 
Anchorage  to  seaward  of  Buoys  1  and  2 
at  the  Pacific  entrance. 

(c)  In  conformity  with  past  practice, 
vessels  anchored  in  Anchorage  Area  C 
and  Anchorage  Area  F.  as  shown  in  the 
Pilot  Handbook,  Limon  Bay  Chart,  may 
proceed  to  sea  without  a  Panama  Canal 
Pilot  on  board.  All  such  vessels,  prior  to 
getting  underway,  must  obtain 
permission  to  depart  from  the  Cristobal 
Signal  Station. 

(d)  Whenever  the  Administrator  finds 
there  is  a  critical  shortage  of  certified 
Panama  Canal  pilots  available  for 
movement  of  vessels  in  Canal  waters,  he 
may  suspend  the  rule  on  compulsory 
pilotage  set  out  in  paragraph  (a)  of  this 
section.  The  Administrator  shall  impose 
such  conditions  upon  the  suspension  of 
the  rule,  with  respect  to  any  given 
vessel,  as  are  reasonable  and 
appropriate  to  protect  human  bfe  and 
property  and  to  safeguard  the  facilities 
of  the  Panama  Canal. 

(53)  Section  105.2  is  revised  as 
follows: 

§  105.2  Exemptions  from  compulsory 
pilotage. 

The  following  vessels  are  exempt 
from  compulsory  pilotage,  except  when 
the  Chief,  Navigation  Division  or  his 
designee  considers  a  pilot  necessary; 
nevertheless  a  pilot  will  be  furnished 
any  such  exempted  vessel  if  requested 
by  the  commanding  officer  or  Master 
thereof: 


(a)  Local  craft  such  as  United  States 

Army  and  United  States  Navy 
minesweepers,  landing  craft,  patrol 
boats  and  tugs,  and  Panama  Canal 
Conunission  tugs  and  equipment,  except 
as  limited  by  paragraph  (c)  of  this 
section.  ^ 

(b)  Any  vessel  that  makes  frequent 
calls  to  Canal  waters  and  whose  current 
officers  and  crew  are,  in  the  opinion  of 
the  Chief.  Navigation  Division  or  his 
designee,  capable,  by  reason  of  such 
frequent  calls  and  odierwise,  of  safely 
navigating  within  Canal  waters  and  are 
so  certified,  except  as  limited  by 
paragraph  (c)  of  Ais  section. 

(c)  Vessels  and  craft  enumerated  in 
paragraphs  (a)  and  (b)  of  this  section 
may  be  permitted  to  transit  the  Canal 
without  a  pilot  when  in  the  opinion  of 
the  Chief,  Navigation  Division  or  his 
designee,  the  current  officers  and  crew 
have  the  necesscny  experience  and 
ability  to  make  safe  transit  and  such 
transit  is  specifically  approved. 
Whenever  any  such  vessel  or  craft 
makes  transit  without  a  pilot,  the  Chief. 
Navigation  Division  or  his  designee 
shall  dispatch  it  with  a  larger  vessel 
carrying  a  pilot  and  it  shall  lock  through 
with  that  vessel.  The  Chief,  Navigation 
Division  or  his  designee  shall  control  the 
movements  of  such  vessel  or  craft 
through  Gaillard  Cut  so  as  the  minimize 
the  danger  of  its  being  a  navigational 
hazard  to  larger  vessels. 

(d)  Any  other  vessel  or  craft  as  and  to 
the  extent  exempted  by  the  Marine 
Director. 

(54)  Section  105.3  is  revised  as 
follows: 

§  105.3  Vessela  in  distrass. 

A  vessel  in  danger  or  distress  is  not 
prohibited  firom  entering  the  waters  of 
the  Canal  any  time,  but  such  vessel 
shall,  when  practicable,  give  due  notice 
in  advance,  by  radio  or  otherwise,  and 
obtain  a  pilot,  if  possible.  Such  vessel 
shall,  except  in  an  emergency,  anchor  in 
the  designated  anchorage  area. 

(55)  Section  105.4  is  revised  as 
follows; 

§  105.4  PHotage  charges. 

Pilotage  for  vessels  in  transit  through 
the  canal  is  free,  but  whenever  any 
vessel  requires  a  pilot  for  other  than 
transit,  it  is  liable  for  the  applicable 
pilotage  charge. 

PART  107— MANNING  OF  VESSELS: 
REQUIREMENTS  CONCERNING 
OFFICERS  AND  CREW 

Part  107  is  amended  as  follows: 

(56)  Part  107  authority  citation  is 
revised  as  follows: 


Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L  96-70, 93 
Stat.  492;  EO  12215,  45  FR  36043. 

(57)  Section  107.1  is  revised  as 
follows: 

§107.1  Vessels  to  be  hilly  manned. 

A  vessel  navigating  the  waters  of  the 
Canal  shall  be  sufficiently  manned  in 
officers  and  crew  to  permit  safe 
handling  of  the  vessel.  The  Canal 
authorities  may  deny  transit  of  the 
Canal  to  any  vessel  which,  in  their 
opinion,  is  insufficiently  manned  as  to 
officers  and  crew. 

(58)  Section  107.2  is  revised  as 
follows: 

f  107.2  Crew  on  watch. 

(a)  When  underway  in  Canal  waters, 
a  vessel  shall  keep  a  full  watch  on  deck 
and  in  the  engine  room.  When 
approaching  a  lock,  moored  temporarily 
to  a  lock  wall  or  when  in  a  lock 
chamber,  a  vessel  shall,  when  so 
requested  by  the  pilot  have  sufficient 
seamen  forward  and  aft  to  handle  lines 
expenditiously. 

(b)  Except  as  provided  in  subsection 

(c),  when  anchored,  moored,  or  lying  at 
a  Panama  Canal  Commission  pier  a 
vessel  shall  at  all  times  have  on  board 
at  least  one  qualified  deck  officer,  one 
qualified  engineer  officer  familiar  with 
the  machinery  and  layout  of  the  vessel, 
and  sufficient  crew  to  provide  for  the 
safety  of  the  vessel. 

(c)  The  manning  levels  of  Commission 
vessels  shall  be  determined  by  the 
Marine  Director  of  his  designee. 

(59)  Section  107.3  (b)  is  revised  and  (c) 
is  added  as  follows: 

§  107.3  When  Maeter  and  oWicara  must  be 
on  bridge  or  at  other  regular  stations, 

******* 

(b)  At  all  other  times  when  a  vessel  is 
moving  in  Canal  waters,  the  Master  of 
the  vessel,  or  his  qualified 
representative,  shall  be  present  on  the 
bridge  and  shall  keep  the  pilot  informed 
concerning  the  individual  peculiarities 
in  the  handling  of  the  vessel  so  that  the 
pilot  may  be  better  able  to  control  the 
navigation  and  movement  of  the  vessel. 
All  other  officers  shall  be  at  their  regular 
stations  throughout  the  maneuvers 
described  herein. 

(c)  The  Master,  or  his  qualified 
representative,  shall  ensure  at  all  times 
that  the  pilot's  orders  are  promptly  and 
properly  carried  out  by  the  vessel’s 
personnel. 

***** 
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PART  109— ENTERING  ^TnD 
PREPARING  TO  ENTER  THE  LOCKS 

Part  109  is  amended  as  follows: 

(60)  Part  109  authority  citation  is 
revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L.  96-70, 93 
Stat.  492;  EO  12215,  45  FR  36043. 

(61)  Section  109-3  is  revised  as 
follows: 

§109.3  Same;  permits. 

Permits  for  embarking  or 
disembarking  at  the  lodks  may  be  issued 
in  the  discretion  of  the  Chief,  Navigation 
Division  or  his  designee. 

(62)  Section  109.6  is  revised  as 
follows: 

§  109.6  Constructkm,  number,  and 
location  of  chocks  and  bitts. 

(a)  The  Chief,  Navigation  Division  or 
his  designee  is  responsible  for 
determining  if  vessels  arriving  for  transit 
are  properly  equipped.  The  Navigation 
Division  is  also  responsible  for  the 
approval  of  new  construction 
requirements  concerning  chocks  and 
bitts  which  are  utilized  for  locomotives 
and  tugs,  relay  operations,  tie-up 
operations,  boarding  facilities,  and 
wheelhouse  design  features,  including 
visability  factors. 

(b)  All  chocks  for  towing  wires  shall 
-be  of  heavy  closed  construction  and 
shall  have  a  convex  bearing  surface 
with  a  radius  of  not  less  than  seven 
inches  (178  milimeters).  The  convex 
surface  shall  extend  to  that  a  wire  from 
the  bitt,  or  from  the  towing  locomotive 
through  the  chock,  shall  be  tangent  to 
the  seven-inch  (178  milimeter)  radius  at 
any  angle  up  to  90  degrees  with  respect 
to  a  straight  line  through  the  chock. 

(c)  No  part  of  the  vessel  which  may  be 
contacted  by  the  towing  wires,  at  any 
angle,  shall  have  less  than  a  seven-inch 
radius. 

(d)  Chocks  designated  as  single 
chocks  shall  have  a  throat  opening  of 
not  less  than  100  squire  inches  (645 
square  centimeters)  in  area-preferred 
dimensions  are  12  x  9  inches  (305  x  229 
milimeters) — and  shall  be  capable  of 
withstanding  a  strain  of  100,000  pounds 
(43,331  kilograms]  on  a  towing  wire  bom 
any  direction. 

(e)  Chocks  designated  as  double 
chocks  shall  have  a  throat  opening  of 
not  less  than  140  square  inches  (903 
square  centimeters)  in  area-preferred 
dimensions  are  14  x  10  inches  (356  x  254 
milimeters) — and  shall  be  capable  of 
withstanding  a  strain  of  140,000  pounds 
(64,000  kilograms)  on  the  towing  wires 
from  any  directicHi. 

(f)  Use  of  roller  chocks  is  permissible 
provided  they  are  not  less  than  14.94 


meters  (49  feet)  above  the  waterline  at 
the  vessel’s  maximum  Panama  Canal 
draft  and  provided  they  are  in  good 
condition,  meet  all  of  the  requirements 
for  solid  chocks  as  specified  in 
paragraphs  (a),  (b),  (c),  and  (d)  of  this 
section,  as  the  case  may  be,  and  are  so 
htted  that  transition  bom  the  rollers  to 
the  chock  body  will  prevent  damage  to 
towing  wires. 

(g)  Each  single  chock  shall  have  an 
accompanying  bitt  capable  of 
withstanding  a  strain  of  100,000  pounds 
(45,331  kilograms). 

(h)  Each  double  chock  located  at  the 
stem  and  at  the  stem,  in  accordance 
with  paragraph  (h)  of  this  section,  shall 
have  two  pairs  of  heavy  bitts  with  each 
bitt  of  each  pair  capable  of  withstanding 
a  strain  of  100,000  pounds  (45,331 
kilograms).  Other  double  chocks  shall 
have  a  pab  of  heavy  bitts  with  each  bitt 
capable  of  withstanding  a  sbain  of 
100,000  pounds  (45,331  kilograms). 

(i)  All  vessels,  except  a  vessel  not 
requiring  locomotives,  shall  be  fitted 
with  a  double  chock  set  athwartships 
right  in  the  stem  and  another  double 
chock  set  athwartships  right  in  the  stem, 
except  that  on  vessels  of  less  than  75 
feet  beam,  two  single  chocks  may  be 
substituted  for  each  double  chock 
required  by  this  subsection;  on  vessels 
of  over  75  feet  beam,  two  double  chocks 
may  be  substituted  for  each  double  * 
chock  required  by  this  section.  If  such 
substitution  is  made,  the  chocks  shall  be 
placed  port  and  starboard  not  more  than 
eight  feet  abaft  the  stem  or  10  feet 
forward  of  the  stem,  provided  that  these 
chocks  are  not  more  than  10  feet  from 
the  center  line  of  the  vessel. 

(j)  Vessels  under  60.06  meters  (200 
feet]  in  length  and  not  exceeding  9.14 
meters  (30  feet]  in  beam  shall  have  a 
double  chock  or  two  single  chocks  at  the 
stem  and  stem.  If  the  vessel  is  equipped 
with  the  two  single  chocks,  they  shall  be 
placed,  port  and  starboard,  not  more 
than  eight  feet  abaft  the  stem  or  10  feet 
forward  of  the  stem,  and  not  more  than 
10  feet  ofi  the  center  line. 

(k)  Vessels  60.96  to  121.92  meters  (200 
to  400  feet]  in  length  and  not  exceeding 
22.86  meters  (75  feet)  in  beam  shall  have 
a  double  chock  at  the  stem  and  at  the 
stern  or  two  single  chocks  at  the  bow 
and  stem,  port  and  starboard,  not  more 
than  eight  feet  abaft  the  stem  or  10  feet 
forward  of  the  stem  and  not  more  than 
10  feet  off  the  center  line  and  shall  have 
two  additional  single  chocks,  port  and 
starboard,  nine  to  16  meters  (30  to  50 
feet)  abaft  the  stem  and  nine  to  16 
meters  (30  to  50  feet)  forward  of  the 
stem. 

(l)  Vessels  121.92  to  173.74  meters  (400 
to  570  feet)  long  and  not  more  than  22.86 
meters  (75  feet)  in  beam  shall  have  a 


double  chock  at  die  stem  and  stem  or 
two  single  chocks  at  the  bow  and  stem, 
port  and  starboard,  and  in  addition  shall 
have  a  chodc,  port  and  starboard,  12  to 
16  meters  (40  to  50  feet)  abaft  the  stem,  a 
single  cho^  port  and  starboard,  24  to  28 
meters  (80  to  90  feet]  abaft  the  stem,  and 
a  single  chock,  port  and  starboard,  12  to 
16  meters  (40  to  50  feet)  forward  of  the 
stem. 

(m)  Vessels  over  173.74  meters  (570 
feet]  long  or  22.86  meters  (75  feet]  in 
beam  or  over  shall  have  a  double  chock 
at  the  stem  and  stem;  a  double  chock, 
port  and  starboard,  24  to  28  meters  (80 
to  90  feet]  abaft  the  stem;  a  double 
chock,  port  and  starboard,  12  to  16 
meters  (40  to  50  feet]  forward  of  the 
stem  and  a  single  chock,  port  and 
starboard,  24  to  28  meters  (80  to  90  feet) 
forward  of  the  stem. 

(n)  Vessels  with  large  flared  bows  or 
unusually  high  freeboard  such  as 
container  vessels  or  vehicle  carriers  will 
be  required  to  provide  single  closed 
chocks  located  further  aft  than  those 
required  in  paragraph  (1)  of  this  section 
for  correct  positioning  of  assisting  tugs 
or  may  be  required  to  fit  recessed  tug 
bollards  into  the  hull  so  the  tugs  can 
work  without  coming  in  contact  with  the 
bow  flare  or  having  extra  long  lines 
and/or  inefficient  leads. 

(o)  A  vessel  not  requiring  locomotives 
shall  have  a  chock  arrangement  similar 
to  that  described  in  paragraph  (i)  of  this 
section,  except  that  the  cho^  need 
only  be  single  chocks  or,  if  approved  by 
the  Canal  authorities,  of  lesser  strength 

(p)  Any  vessel  which  fails  to  meet  the 
requirements  of  this  section  may  be 
denied  transit  If  the  Marine  Director  or 
his  representative  decides  that  such  a 
vessel  can  be  handled  without  undue 
danger  to  equipment  or  to  personnel, 
notwithstanding  her  failure  to  comply 
with  other  requirements  of  this  section, 
and  allows  it  to  transit  such  vessel  may 
do  so  bnly  at  its  own  risk  and,  to  the 
extent  and  in  proportion  that  such 
failure  to  meet  the  requirements  of  this 
section  proximately  causes  or 
contributes  to  the  casualty  and  resulting 
damages,  the  Master  of  such  vessel,  on 
behalf  of  said  vessel  her  owners, 
operators,  or  any  other  persons  having 
any  interest  in  her,  and  for  himself,  will 
be  considered  to  have  released  the 
Panama  Canal  Commission  and  the 
United  States  fiom,  and  to  have 
indemnified  them  againsl  any  loss, 
damage,  or  liability  incurred  by  the 
Commission  or  the  United  States  under, 
or  in  respect  to: 

(1)  Section  1411  through  1416, 
inclusive,  of  Pub.  L.  96-70, 93  Stat.  485- 
87; 
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(2)  Property  of  Panama  Canal 
Commission  or  the  United  States;  and 

(3)  Panama  Canal  Commission 
employees  under  the  Federal 
Employees’  Compensation  Act,  5  U.S.C. 
8101,  et  seq.,  or  any  other  employee 
compensation  system.  The  Master  of  the 
vessel  that  fails  to  meet  the 
requirements  of  this  section  may  be 
required  to  execute,  in  the  presence  of  a 
Commission  ofncial,  a  form  undertaking 
to  release  the  Panama  Canal 
Commission  and  the  United  States  from 
liability  in  case  of  an  accident  and  to 
indemnify  the  Commission  and  the 
United  States  for  damages  sustained. 

The  failure  of  the  Master  of  a  vessel  to 
sign  such  a  form,  however,  will  not 
relieve  the  vessel,  her  owners,  or  any 
other  person  having  an  interest  in  her 
from  liability  incurred  as  a  result  of  the 
vessel’s  failure  to  meet  the  requirements 
of  this  section. 

PART  111— RULES  FOR  THE 
PREVENTION  OF  COLLISIONS 

Part  111  is  amended  as  follows: 

(63)  Subpart  E  table  of  contents  is 
revised  as  follows: 

Subpart  E— Miscellaneous 

Sec. 

111.201  Distress  Signals. 

111.202  Orders  to  helmsman. 

111.203  Diving  operations;  industrial  and 
commercial;  recreational  skin  diving; 
light,  flag. 

111.204  Water  skiing  prohibited. 

111.205  Operation  of  small  craft  and 
recreation  vessels  bn  the  Canal  waters. 

111.206  Lookout. 

(64)  Part  111  authority  citation  is 
revised  as  follows; 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L  96-70, 93 
Stat.  492;  EO  12215,  45  FR  36043. 

(65)  Section  111.1  is  revised  as 
follows: 

§  1 1 1.1  Application  of  Part 

The  provisions  of  this  Part  shall  be 
applicable  to  vessels  and  seaplanes 
upon  the  navigable  waters  of  the — 

(a)  Canal  operating  areas,  as  the  same 
are  described  in  Annex  A  of  the 
Agreement  in  Implementation  of  Article 
III  of  the  Panama  Canal  Treaty  of  1977, 
and  as  they  are  depicted  on  Attachment 
I  to  that  Annex,  between  a  line 
connecting  the  East  Breakwater  Light 
and  the  West  Breakwater  Light  at  the 
Atlantic  Entrance  to  the  Canal  in  Limon 
Bay  and  a  line  passing  through  Channel 
Buoys  1  and  2  extended  to  the  Canal 
boundary  lines  at  the  PaciBc  Entrance  in 
Panama  Bay;  and 

(b)  Ports  of  Balboa  and  Cristobal. 
Upon  all  waters  of  the  Canal  to 
seaward,  outside  these  limits,  Ihe 


International  Rules  apply.  Where  any 
naval  or  military  vessel  of  special 
construction  as  certified  by  the 
Secretary  of  the  Navy  or  the  Secretary 
of  Transportation  in  the  case  of  Coast 
Guard  vessels  operating  under  the 
Transportation  Department,  or  by  a 
corresponding  official  of  a  state,  other 
than  the  United  States,  shall  by  virtue  of 
statute,  convention  or  treaty,  be 
exempted  from  compliance  with  the 
International  Rules,  .such  vessel  shall 
similarly  be  exempted  from  compliance 
with  any  corresponding  requirement 
under  the  provisions  of  this  Part. 

(66)  Section  111.58  (d)  is  revised  as 
follows: 

§  111.58  Lights  and  shapes;  vessel  at 
anchor. 

*  *  *  *  * 

(d)  Vessels  not  more  than  65  feet  in 
length  when  at  anchor  in  any  special 
anchorage  designated  by  the  Chief, 
Navigation  Division  for  such  vessels 
shall  not  be  required  to  carry  or  exhibit 
the  white  light  specified  in  paragraph  (a) 
of  this  section,  nor  the  black  ball 
specified  by  paragraph  (c)  of  this 
section. 

(67)  Section  111.150  (a)  and  (e)  are 
revised  as  follows: 

§  111.150  Overtaking  vessels. 

(a)  Notwithstanding  anything 
contained  in  this  Part,  every  vessel 
overtaking  another  shall  keep  out  of  the 
way  of  the  overtaken  vessel  except  that 
within  the  Canal  channel  all  pleasure 
vessels  and  craft,  even  though  they  are 
an  overtaken  vessel,  shall  keep  out  of 
the  way  of  transiting  vessels  and 
Panama  Canal  Commission  floating 
equipment. 

***** 

(e)  Except  as  specially  authorized  by 
the  Chief,  Navigation  Division,  an 
overtaking  power-driven  vessel  shall  not 
overtake  and  pass  anotRer  power-driven 
vessel  in  Gaillard  Cut,  Mamei  Cur\'e  or 
Bohio  Bend  between  buoys  38  and  40: 
Provided,  however,  that  ^s  paragraph 
shall  not  apply  where  either  the 
overtaking  or  the  overtedcen  vessel  is 
less  than  150  feet  in  length  or  is  a 
Panama  Canal  Commission  power- 
driven  vessel  or  a  U.S.  Army  or  U.S. 
Navy  local  tug,  with  or  without  a  tow. 

(68)  Section  111.155  is  removed  as 
follows; 

§111.155  [Removed] 

(69)  Section  111,161  (d)  and  (e)  are 
revised  as  follows: 

§111.161  Speed  and  maneuvering  of 
vessels  In  fog,  mist,  etc. 
***** 

(d)  Except  as  provided  in  paragraph 
(e)  of  this  section,  vessels  moored  or  at 


anchor  shall  nSt  get  underway  when, 
because  of  atmospheric  conditions, 
visibility  is  less  than  1,000  feet  and 
vessels  imderway  in  such  conditions 
shall  anchor  or  moor  as  soon  as 
practicable  and  report  immediately  to 
the  Chief,  Navigation  Division  by  radio 
or  other  available  means. 

(e)  Vessels  specially  equipped  to 
navigate  under  conditions  restricting 
visibility  and  which  have  a  pilot  aboard, 
and  vessels  which  have  a  pilot  aboard 
and  which  are  assisted  by  Panama 
Canal  Commission  vessels  which  are 
specially  equipped  to  navigate  under 
such  conditions,  may,  at  the  discretion 
of  the  Canal  authorities,  be  navigated 
when  visibility  is  less  than  1,000  feet. 

(70)  Section  111.162  is  amended  by 
revising  (b),  (c),  and  (d)  as  follows: 

§  1 1 1.162  Maximum  speeds. 
***** 

(b)  A  vessel  in  Panama  Canal  waters 
at  locations  other  than  those  specified  in 
paragraph  (a)  of  this  section,  including 
Gatun  Anchorage,  when  rounding  Bohio 
and  Darien  bends,  Miraflores  Lake,  and 
in  or  near  the  locks,  shall  not  exceed  a 
speed  that  is  safe  imder  the  existing 
circumstances  and  conditions,  except  in 
an  emergency. 

(c)  The  Chief,  Navigation  Division 
may  authorize  departures  from  the 
maximum  speeds  established  by  this 
section  in  the  case  of  particular  vessels 
whose  handling  characteristics  are  such 
as  to  indicate  that  a  higher  speed  or 
speeds  can  be  prudently  allowed. 

(d)  This  section  does  not  ap^ly  to 
motorboats,  as  defined  in  §  111.163(b),  or 
to  vessels  of  the  Panama  Canal 
Commission. 

(71)  Section  111.163(a)  is  revised  as 
follows: 

§  1 1 1.163  Same;  motort)oats  and  Panama 
Canal  Commission  vessels. 

(a)  Motorboats  and  vessels  of  the 
Panama  Canal  Commission  when 
underway  shall  proceed  at  a  speed 
which  is  reasonable  under  the  existing 
circumstances  and  conditions  and  which 
does  not  create  a  hazard  to  life  or 
property. 

***** 

(72)  Section  111.203  (a)  and  (b)  are 
revised  as  follows: 

§  1 1 1.203  Diving  operations;  industrial  and 
commercial;  recreational  skindiving;  light, 
flag. 

(a)  When  industrial  or  commercial 
diving  operations  are  underway  in  the 
Canal,  or  waters  adjacent  thereto,  a 
revolving  red  light  shall  be  displayed  in 
all  weathers  from  sunset  to  sunrise  from 
the  diving  barge  of  other  craft  serving 
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the  diver.  The  light  shall  be  so  mounted 
and  of  sufndent  intensity  as  to  be 
visible  for  not  less  than  1  mile.  A  flftg  of 
the  type  described  in  paragraph  (b)  of 
this  section  shall  be  displayed  from  such 
craft  from  sunrise  to  sunset.  Vessels 
approaching  or  passing  an  area  where 
diving  operations  are  underway  shall 
reduce  speed  sufficiently  to  avoid 
creating  a  dangerous  wash  or  wake. 

(b)  Recreational  skindiving  in  waters 
of  the  Canal,  including  Gaillard  Cut  and 
the  Channel  through  Gatun  and 
Miraflores  Lake  and  in  the  waters  of  all 
ship’s  anchorages  is  prohibited  unless 
authorized  in  writing  by  the  Chief, 
Navigation  Division.  Authorization  shall 
not  be  given  for  skindiving  at  night. 

When  recreational  skindiving  activities 
are  underway  in  the  Canal,  or  waers 
adjacent  thereto,  a  flag  with  a  hoist  or 
height  of  not  less  than  12  inches  land  a 
fly  or  length  of  not  less  than  18  inches 
and  having  a  red  background  and  a  3^ 
inch  diagonal  white  stripe,  running  from 
the  upper  comer  of  the  staff  end  of  the 
flag  to  the  lower  comer  of  the  outside 
end  of  the  flag,  shall  be  displayed  from 
the  mast  of  the  craft  serving  the 
skindiver.  Flags, larger  than  the 
foregoing  minimum  dimensions  shall 
preserve  the  same  proportions.  Vessels 
approaching  an  area  where  such 
skindiving  activities  are  underway  shall 
reduce  speed  sufficiently  to  avoid 
creating  a  dangerous  wash  or  wake. 

«  *  *  *  * 

(73)  Section  204  is  revised  as  follows: 

§  1 1 1 .204  Water  skiing  prohibited. 

No  person  shall  operate  a  motorboat 
or  other  vessel  in  or  across  the 
navigable  channels  or  merchant  vessel 
anchorages  while  towing  a  person  or 
persons  on  water  skis,  or  aquaplane  or 
similar  device  at  any  time. 

(74)  Section  111.205  is  revised  as 
follows: 

§  1 1 1.205  Operations  of  smaii  craft  and 
recreationai  vesseis  on  the  Canai  waters. 

(a)  For  the  purpose  of  this  section,  a 
small  craft  is  defined  as  any  vessel 
which  is  not  required  to  have  the 
assistance  of  locomotives  when 
transiting  the  locks  and  public  vessels 
not  engaged  in  official  business. 

(b)  A  small  craft  shall  not  be  operated  , 
by  any  person  who  is  intoxicated  or 
who  is  a  habitual  user,  or  under  the 
influence  of  any  narcotic  dmg  or  who  is 
under  the  influence  of  any  other  drug  to 

a  degree  which  renders  him  incapable  of 
safely  operating  the  craft  or  vessel.  The 
fact  that  one  lawfully  is  or  has  been 
using  any  drug  shall  not  constitute  a 
defense  against  a  charge  of  violating 
this  section. 


(c)  No  person  shall  operate  a  small 
craft  80  close  to  a  transiting  or  other 
vessel  so  as  to  hamper  the  safe 
operation  of  either  vessel;  nor  shall  any 
person  operate  a  small  craft  in  a 
negligent  manner  so  as  to  endanger  life 
or  property. 

(d)  No  person  shall  operate  a  small 
craft  in  the  navigation  channel  of  the 
Canal  except  when  such  operation  is 
incidental  to  movement  between  points 
on  either  side  of  the  navigation  channel. 

(75)  Section  111.206  is  revised  as 
follows: 

§111.206  Lookout 

Every  vessel  shall  at  all  times  while 
underway  in  Canal  and  adjacent  waters 
maintain,  at  or  near  the  bow,  a  proper 
lookout  by  sight  and  hearing  as  well  as 
by  all  available  means  appropriated  in 
the  prevailing  circumstances  and 
conditions  so  as  to  make  a  full  appraisal 
of  the  situation  and  the  risk  of  collision. 
The  person  acting  as  lookout  shall  have 
no  other  assigned  duties  and  shall  report 
promptly  all  relevant  and  material 
observations  to  the  person  in  charge  of 
the  navigation  of  his  vessel. 

(76)  Section  111.207  is  removed  as 
follows: 

§111.207  [Removed.] 

(77)  Part  113  is  revised  as  follows: 

PART  113— DANGEROUS  CARGOES 
Subpart  A — General  Provisions. 

Sec. 

113.1  Dennition  and  classihcation  of 
dangerous  cargoes;  reporting 
requirements. 

113.2  Anchorage  areas  for  ships  loaded  with 
dangerous  cargoes. 

113.3  Vessels  to  anchor  and  await 
instruction. 

113.4  Transit  restrictions. 

113.5  Places  for  loading  and  discharging 
explosives;  restrictions. 

Subpart  B— Vessel  and  cargo  requirements 

113.21  Application. 

113.22  Applicable  regxdations  and 
standards. 

113.23  Irradiated  fuel  elements  and  special 
nuclear  materials;  shipments  originating 
in.  or  destined  to,  a  port  of  the  United 
States. 

113.24  Irradiated  fuel  elements  and  special 
nuclear  materials;  shipments  not 
originating  in  or  destined  to  a  port  of  the 
United  States. 

113.25  Certification  by  Commission. 

Subchapter  C— Cargo  Handling  In  Canal 
waters 

113.41  Explosives. 

113.42  Other  dangerous  cargo. 

Authority:  Issued  under  authority  vested  in 

the  President  by  sec.  1801,  Pub.  L  96-70,  93 
Stat.  492;  EO  12215,  45  FR  36043. 


Subpart  A— General  Proviaions 

§113.1  Definition  and  classification  of 
dangerous  cargoes;  reporting 
requirements. 

(a)  The  definition  and  classification  of 
dangerous  cargoes  shall  be  in 
accordance  with  the  regulations  used  by 
the  United  States  Coast  Guard  or  other 
national  or  international  regulatory 
authorities  recognized  by  the  United 
States  Coast  Guard  for  that  purpose,  but 
in  case  of  doubt  as  to  the  explosive 
nature  of  any  commodity,  or  in  case  of 
conflict  as  to  its  classification, 
determination  of  the  nature  and 
classification  of  such  cargoes  shall  be 
made  by  the  Chief,  Navigation  Division 
or  his  designee. 

Cross  Reference:  Title  46  CFR,  Chapter  I 

(b)  Dangerous  cargoes  include  all 
explosives,  solid  and  liquid  hazardous 
materials,  all  petroleum  products  in  bulk 
and  nuclear  materials.  Vessels  carrying 
petroleum  products  having  a  flashpoint 
greater  than  80°F  and  classified  lower 
than  Grade  C  under  the  U.S.  system,  or 
having  a  flashpoint  greater  than  23'’C 
and  classified  higher  than  3.2  under  the 
Inter-Governmental  Maritime 
Consultative  Organization  (IMCO) 
system  are  not  considered  to  be  carrying 
dangerous  cargo  for  purposes  of  these 
restrictions. 

(c)  Normal  operational  restrictions 
will  generally  apply  unless  dangerous 
cargoes  are  carried  in  bulk.  Liquid  is 
considered  to  be  in  bulk  unless 
contained  in  portable  tanks  of  less  than 
100  U.S.  gallons  (or  packaged  in 
accordance  with  49  CFR  or  IMCO 
regulations)  which  are  loaded  and 
discharged  with  their  contents  intact 
Solids  are  in  bulk  form  when 
transported  without  mark  or  count 
which  are  loaded  without  containers  or 
wrappers  into  holds.  Explosives  are 
considered  in  bulk  if  a  vessel  is  carrying 
over  5  long  tons. 

(d)  Additional  operating  restrictions 
may  be  imposed  by  the  Chief, 

Navigation  Division  or  his  designee  on 
vessels  carrying  especially  hazardous 
materials  such  radioactive  material. 
Class  A  and  B  poisons  and  corrosives  in 
other  than  bulk  amounts. 

(e)  Vessels  canying  dangerous  cargo 
(including  liquefied  gases)  in  bulk  will 
anchor  in  designated  explosive 
anchorages  as  provided  by  §  113.3. 

(f)  Vessels  carrying  hazardous 
materials  or  dangerous  cargoes  shall 
send  a  report  at  least  twenty-four  hours 
prior  to  transit  stating  that  all  hazardous 
cargo  alarms,  safety  and  shutdown 
devices,  including  ship’s  firefi^ting 
systems,  have  been  tested  and  are  in 
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good  working  order.  There  will  be 
periodic  inspections  by  Canal 
authorities  to  ensure  compliance  with 
appropriate  United  States  or  IMCO  rules 
and  regulations. 

§  1 13.2  Anchorage  areas  for  ships  loaded 
with  dangerous  cargoes. 

The  anchorage  areas  for  ships  loaded 
with  explosives  or  with  highly  volatile 
products  are  designated  as  follows: 

(a)  Atlantic  end.  (1)  Inside  area 
included  in  rectangle  are  thousand  yards 
wide  immediately  south  of  West 
breakwater  starting  at  a  point  on  West 
breakwater  one  thousand  yards  from 
West  Breakwater  Light  and  thence 
extending  westward  2,000  yards  along 
breakwater. 

(2)  Outside  area  bounded  by  a  line 
from  Point  A  at  position  9°  23’  53"N,  79” 
56'  29"W  thence  to  Point  B  at  position  9” 
24'  40"N,  79”  56'  29"W  thence  to  Point  C 
at  position  9”  24'  40"N,  79”  57'  00"W 
thence  to  Point  D  at  position  9”  23'  53"N, 
79”  57'  00"W  thence  to  Point  A. 

(b)  Pacific  end.  Area  south  of  Naos 
Island  bounded  on  the  east  by  a  line 
drawn  south  (true)  from  entrance  gas 
buoy  no.  1;  on  the  south  by  a  line  drawn 
east  (true)  from  Tortolita  Island,  and  in 
the  north  and  west  by  the  curve  of  30 
foot  depth. 

§  1 13.3  Vessels  to  anchor  and  wait 
.  Instructions. 

(a]  Vessels  carrying  dangerous 
cargoes  in  bulk  or  more  than  5  tons  of 
explosives  as  defined  by  §  113.1(a)  or 
tankers  in  ballast  which  are  not  gas  free 
shall  anchor  in  the  outside  explosive 
anchorage  on  the  Atlantic  end  or  the 
explosive  anchorage  in  Pacific  end,  as 
described  in  §S  113.2(a](2]  and  113.2(b) 
respectively.  Such  vessels  will  be 
allowed  alongside  Commission  wharves 
in  Canal  waters  only  as  prescribed  in 

§  113.5  and  each  case  will  be  handled 
individually  by  the  Chief,  Navigation 
Division,  or  his  designee. 

(b)  Vessels  arriving  on  the  Atlantic 
side  and  carrying  dangerous  cargo  in 
bulk  will  anchor  in  the  outside 
anchorage.  These  vessels  shall  not  enter 
the  breakwater  until  given  orders  to  do 
so.  Such  orders  will  be  issued  through 
the  appropriate  Commission  signal 
station  by  the  Canal  authorities.  Orders 
will  be  given  only  after  the  pilot  is 
standing  by  to  board  and  has  received 
the  assurance  from  the  signal  station 
that  there  are  no  outbound  vessels. 
When  weather  and  boarding  conditions 
permit,  the  pilot  may  board  outside  the 
breakwater.  On  northbound  vessels 
carrying  dangerous  cargo  bound  for  sea, 
the  pilot  must  remain  on  the  bridge  until 
the  vessel  passes  the  Mole  Buoy.  The 
pilot  shall  not  leave  the  bridge  until  he 


has  arranged  with  Marine  Traffic 
Control  and  the  signal  station  for  one¬ 
way  traffic  outbound  through  the 
breakwater. 

§  1 1 3.4  Transit  restrictions. 

To  better  assure  the  safe  passage  of 
vessels  carrying  dangerous  cargo,  the 
following  transit  restrictions  will  apply: 

(a)  Pilots  shall  be  notifred  that  the 
letter  "B”  (BRAVO)  will  be  added  to  the 
transit  schedule  number  and  flown  as 
part  of  the  schedule  number  and  flown 
as  part  of  the  schedule  flag  hoist  by  the 
ship.  It  will  also  be  used  by  pilots  and 
traffic  controllers  in  calling  via  radio  or 
referring  to  the  vessel. 

(b)  Such  vessels,  (hereinafter  referred 
to  as  “B”  vessels)  shall  have  safety 
towing  pendents  ready  at  hand,  fore  and 
aft,  prior  to  entering  the  locks  and  rigged 
fore  and  aft,  over  the  side,  when 
anchoring  or  mooring  in  the  Canal 
waters. 

(c)  “B”  vessels  and  other  vessels  shall 
meet  at  a  safe  speed  and  shall,  as  far  as 
practicable,  avoid  meeting  on  turns. 

(d)  "B”  vessels  shall  not  be  scheduled 
to  overtake  or  be  overtaken  by  other 
vessels.  If  an  overtaking  situation  occurs 
betwe'en  a  “B”  vessel  and  another 
vessel,  due  care  must  be  exercised  by 
both  vessels. 

(e)  When  “B”  vessels  are  required  to 
anchor  in  Gatun  anchorage,  they  shall 
be  anchored  well  clear  of  tiie  channel 
and  as  clear  of  other  shipping  as 
conditions  permit.  “B”  vessels  shall  not 
be  moored  at  Gamboa  without  prior 
approval  of  Chief,  Navigation  Division. 

(f)  Normally,  there  will  be  no  tandem 
restrictions  on  “B”  vessels  unless  the 
nature  of  the  cargo  or  the  condition  of 
the  vessel  so  indicates.  In  such 
instances,  the  appropriate  restrictions 
will  be  imposed  by  competent  authority. 

(g)  Insofar  as  possible,  the  Navigation 
Division  will  avoid  scheduling  a  “B” 
vessel  to  enter  a  lock  chamber  wliere 
another  vessel  is  clearing,  or  to  clear  a 
lock  chamber  where  another  vessel  is 
entering.  In  case  this  type  of  scheduling 
is  unavoidable,  the  pilot  of  the  entering 
vessel  will  hold  back  to  allow  the 
departing  vessel  adequate  maneuvering 
room. 

(h)  Tug  assistance  at  the  locks  and  in 
Caillard  Cut  shall  be  assigned  to  "B" 
vessels  if,  in  the  judgment  of  the 
appropriate  Canal  authority,  or  upon 
request  of  the  pilot,  the  assignment  is 
required. 

(i)  Vessels  possessing  a  valid  Letter  of 
Compliance  from  the  United  States 
Coast  Guard  will  be  accepted  for  transit 
within  the  restrictions  outlined  in  the 
letter. 


§  1 13.5  Places  for  loading  and  discharging 
explosives;  restrictions. 

(a)  'The  explosive  dock  at  Mindi  is 
hereby  designated  for  loading  and 
discharging  explosive  cargo.  Explosive 
anchorages  prescribed  in  §  113.2  may  be 
used  upon  approval  by  the  Chief, 
Navigation  Division  or  his  designee. 

(b)  The  Chief,  Navigation  Division  or 
his  designee  upon  application  may  grant 
authority  to  discharge  explosives, 
whether  designated  for  civilian  or 
military  use,  at  Commission  docks  and 
piers  within  Canal  waters  in  an 
emergency  or  when  the  character  or 
packing  of  the  explosives  justifles  such 
discharge. 

Subpart  B— Vessel  and  cargo 
requirements 

§  113.21  Application. 

This  subpart  does  not  apply  to  vessels 
of  war  or  auxiliary  vessels,  as  those 
terms  are  defined  in  the  Treaty 
Concerning  the  Permanent  Neutrality 
and  Operation  of  the  Panama  Canal 
(September  7, 1977).  It  does  apply  to  all 
other  vessels,  regardless  of  character, 
tonnage,  size,  service,  and  whether  self- 
propelled  or  not,  and  whether  arriving  or 
departing,  underway,  moored,  anchored, 
aground,  transiting  or  passing  through 
Canal  waters. 

§  1 13.22  Applicable  regulations  and 
standards 

All  vessels  within  Canal  waters 
carrying  dangerous  cargo  shall  be  in 
substantial  compliance  with  U.S. 
Government  regulations  applicable  to 
U.S.  flag  vessels  or  regulations  of  other 
national  or  international  regulatory 
authorities  meeting  Inter-Govemmental 
Maritime  Consultative  Organization 
(IMCO)  standards  in  effect  for  the 
product  carried,  providing  such  vessels 
are  acceptable  for  entering  waters  over 
which  the  U.S.  Coast  Guard  has 
jurisdiction.  This  requirement 
encompasses  the  construction, 
maintenance,  inspection,  certifrcation 
and  classifrcation  of  the  vessel,  its 
safety,  equipment,  and  its  cargo 
handling  system;  the  packaging, 
stowage,  storage,  marking,  maintenance, 
handling,  inspection  and  certification  of 
cargo,  and  the  operation  of  the  vessel 
including  crew  requirement. 

§  1 13.23  Irradiated  fuel  elements  and 
special  nuclear  materials;  shipments 
originating  In,  or  destined  to,  a  port  of  the 
United  States 

A  vessel  carrying  irradiated  fuel 
elements  or  special  nuclear  materials 
originating  in,  or  destined  to,  a  port  of 
the  United  States,  shall  comply  with  all 
regulations  issued  by  the  United  States 
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Nuclear  Regulatory  Commission,  the 
United  States  Department  of 
Transportation  and  the  United  States 
Coast  Guard  with  regard  to  the 
packaging,  handling,  stowage,  storage, 
and  movement  of  such  cargo  and  the 
precautionary  measures  to  be  taken  in 
connection  therewith.  In  addition,  the 
following  requirements  apply  to  the 
carrying  of  such  cargo  by  such  a  vessel: 

(a)  A  vessel  carrying  such  cargo  must 
obtain  in  advance  approval  from  the 
Panama  Canal  Commission. 

(b)  Any  cask  containing  irradiated 
fuel  elements,  or  special  nuclear 
materials,  together  with  any 
attachments  thereto,  may  not  weigh 
more  than  150  tons. 

(c)  Upon  arrival  at  the  Canal  of  a 
vessel  carrying  such  cargo,  the  Master 
shall  deliver  to  the  boarding  oi^cer  a 
loading  certiflcate  issued  by  the  United 
States  Coast  Guard,  or,  if  no  such 
loading  certihcate  is  available,  a 
declaration  as  follows: 

Declaration  of  Irradiated  Fuel 
Elements  or  Special  Nuclear  Materials 
Carried 

I,  the  undersigned - > 

Master  of  the - carrying 

(Irradiated  Fuel  Elements]  (Special  Nuclear 

Materials  which  are - )  do 

hereby  declare  and  certify  on  behalf  of  the 
owners  of  the  vessel  that  (Irradiated  Fuel 
Elements)  (Special  Nuclear  Materials]  were 

loaded  at  the  port  of  ■  ■'  -  -  and 

were  packed  and  stowed  in  accordance  with 
regulations  of  the  U.S.  Nuclear  Regulatory 
Commission,  the  U.S.  Department  of 
Transportation  and  the  U.S.  Coast  Guard. 

The  materials  are  in  hold(s] 

- or  on  deck  in  the 

following  locations  .  The 

packaging  and  stowing  has  not  been 
disturbed  since  leaving  the  port  of 

(Master's  signature]  ' 

(Date] - . 

§  1 13.24  Irradiated  fuel  elements  and 
special  nuclear  materials;  shipments  not 
originating  In  or  destined  to  a  port  of  the 
United  States. 

A  vessel  carrying  irradiated  fuel 
elements  or  special  nuclear  materials 
not  originating  in,  or  destined  to.  a  port 
of  the  United  States,  may  not  transit  the 
Canal  or  enter  Canal  waters  unless  prior 
permission  therefore  has  been  obtained 
from  the  Canal  authorities.  Such 
permission  may  not  be  granted  without 
adequate  provision  for  indemnity 
covering  public  liability  and  loss  to  the 
United  States  or  any  agency  thereof, 
comparable  in  general  scope  to  the 
protection  afforded  under  section  170  of 
the  United  States  Atomic  Energy  Act  of 
1954,  as  amended.  68  Stat.  919,  71  Stat 
570. 


§113.2$  Certification  by  Commission. 

Vessels  arriving  at  the  Canal  without 
prior  permission  of  proper 
documentation  attesting  to  compliance 
with  these  regulations  may,  after 
inspection  by  the  Chief,  Navigation 
Division  or  his  designee,  be  issued  a 
certification  to  enter  or  transit  through 
the  waters  of  the  Canal  for  one  or  more 
trips.  Such  permission  may  not  be 
granted  without  adequate  provision  for 
indemnity  covering  public  liability  and 
loss  to  the  United  States  or  any  agency 
thereof,  comparable  in  general  scope  to 
the  protection  afforded  under  section 
170  of  the  United  States  Atomic  Energy 
Act  of  1954,  as  amended,  68  Stat.  919, 71 
Stat.  576. 

Subpart  C— Cargo  handling  in  Canal 
waters 

§113.41  Explosives. 

Explosives  shall  be  handled  as 
prescribed  by  appropriate  Coast  Guard 
regulations  and  only  at  the  locations 
designated  in  §  113.4. 

§  1 13.42  Other  dangerous  cargo. 

(a)  all  other  dangerous  cargo, 
including  petroleum  products  in  bulk, 
shall  only  be  handled  with  prior 
approval  of  the  Chief,  Navigation 
Division  or  his  designee  and  only  at  the 
locations  approved  by  the  Chief. 
Navigation  Division  or  his  designee. 
When  handling  these  products,  such 
handling  will  be  done  in  strict 
compliance  with  the  appropriate  U.S. 
Coast  Guard  regulations. 

(b)  Certain  dangerous  cargoes 
indentified  by  49  CFR  172.101  and 
prohibited  from  being  transported  over 
water  are  also  not  permitted  aboard 
vessels  in  Panama  Canal  waters.  In 
addition,  the  following  substances, 
including  Class  A  poisons,  when  carried 
in  bulk,  shall  not  carried  aboard 
vessels  in  Panama  Canal  waters: 

1.  Acrolein. 

2.  Chlorine. 

3.  Ethylenemine. 

4.  Hydrofluroic  Acid. 

5.  Hydrogen. 

6.  Hydrogen  Chloride. 

7.  Hydrogen  Fluoride. 

8.  Hydrogen  Peroxide  Solution. 

9.  Nitric  Acid  (Greater  than  70 
Percent). 

10.  Nitrogen  Peroxide  Tetroxide. 

11.  Phosphous  Trichloride. 

12.  Beta  Propiolactone. 

13.  Oxygen. 

14.  Methyl  Cyclopentadien  (YL). 

15.  Meganese  Tricabonyl. 


PART  115— BOARD  OF  LOCAL 
INSPECTORS:  COMPOSITION  AND 
FUNCTIONS 

Part  115  is  amended  as  follows: 

(78)  Part  115  authority  citation  is 
reused  as  follows:' 

Authorl^.  Issued  under  authority  vested  in 
the  President  by  sec.  1418,  Pub.  L  96-70, 93 
Stat.  492:  EO 12215, 45  FR  36043. 

(79)  Section  115.1  is  revised  as 
follows: 

§  115.1  Board  of  local  inspectors; 
supervising  inspector. 

(a)  There  is  hereby  continued  the 
Board  of  Local  Inspectors  of  the  Panama 
Canal  Commission,  constituted  as 
provided  in  §  115.2,  which  shall  perform, 
conduct  and  execute,  under  the 
supervision  of  the  Supervising  Inspector: 

(1)  The  investigations  called  for  by 
§  1417,  Pub,  L  96-70,  93  Stat,  487; 

(2)  The  functions  and  responsibilities 
with  which  iYis  vested  by  this  Part  and 
by  Parts  117, 119  and  121  of  this  chapter; 
and 

(3)  Such  other  duties  in  matters  of  a 
marine  character  as  it  may  be  assigned 
to  it  from  time  to  time  by  the 
Administrator. 

(b)  The  Marine  Director  of  the 
Panama  Canal  Commission  shall  serve, 
ex  ofFicio,  as  Supervising  Inspector  of 
the  Commission  except  when  he  is 
designated  to  serve  as  Chairman  of  the 
Board  in  accordance  with  §  115.2(c). 
When  the  Marine  Director  is  so 
designated,  the  Deputy  Administrator  or 
such  other  official  as  the  Administrator 
may  designate  in  his  stead,  shall  serve 
as  Supervising  Inspector. 

(80)  Section  115.2  (a),  (b),  and  (c)  are 
revised  as  follows: 

§  1 15.2  Compostion  of  the  board. 

(a)  The  Board  of  Local  Inspectors, 
referred  to  in  this  Part  as  “the  Board.” 
shall,  except  as  otherwise  provided  in 
paragraphs  (b)  and  J(c)  of  this  section, 
consist  of  the  following  officials  who 
shall  serve  in  the  capacities  stated: 

(1)  Chairman,  Board  of  Local 
Inspectors, 

(2)  Chief,  Navigation  Division,  as 
member. 

(3)  Senior  Canal  Port  Captain,  as 
member. 

(b)  Where  the  subject  matter  of 
circumstances  of  a  particular  accident 
warrant  such  action,  the  Supervising 
Inspector  may  designate  the  Chief, 
Industrial  Division  to  serve,  ex  officio, 
as  member  of  the  Board  in  place  of  the 
members  listed  in  paragraph  (a)(2'  or  (3) 
of  this  section.  In  the  absence  of  the 
Chairman,  the  Supervising  Inspector  will 
appoint  a  member  to  act  as  Chairman. 
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(c)  If  the  Supervising  Inspector  deems 
it  appropriate  in  a  particular 
investigation,  he  may  designate  an 
alternate  to  replace  any  official 
regularly  serving  on  the  Board.  If  he 
himself  serves  as  such  an  alternate,  he 
shall  serve  as  Chairman  of  the  Board. 

*  *  H  *  * 

PART  117-MARINE  ACCIDENTS: 
INVESTIGATIONS;  CONTROL; 
RESPONSIBILITY 

(81)  Part  117  table  of  contents  is 
revised  as  follows: 

Sec. 

117.1  Investigation  of  marine  accidents. 

117.1a  Scheduling  of  investigations. 

117.1b  Rights  of  party  in  interest. 

117.2  Change  in  physical  status  or  property 
affected  by  accident  forbidden. 

117.3  Reports  by  Board  to  the  Administrator. 

117.4  Reports  of  accidents  by  officer  in 
command  to  Board. 

117.5  Control  of  wrecked,  injured,  or  burning 
vessels. 

117.6  Liability  of  vessel  for  injury  to  Canal 
structures  or  equipment. 

(82)  Part  117  authority  citation  is 
revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1417, 1418,  Pub.  L.  96-70, 
93  Stat.  487;  EO  12215.  45  FR  36043. 

(83)  Section  117.1  is  revised  as 
fallows: 

§  1 17.1  Investigation  of  marine  accidents. 

(a)  Whenever,  within  Panama  Canal 
waters,  including  the  locks  of  the  Canal, 
a  vessel,  or  its  cargo,  crew,  or  passenger, 
meets  with  a  serious  marine  accident,  or 
whenever,  within  the  harbors, 
anchorages,  and  areas  adjacent  thereto, 
including  the  ports  of  Balboa  and 
Cristobal,  there  is  a  serious  marine 
accident  involving  Commission 
personnel  or  equipment,  the  Board  of 
Local  Inspectors  shall  promptly 
investigate  in  detail  the  conditions  and 
circumstances  under  which  such 
accident  occurred. 

(b)  Any  other  marine  accident 
occurring  in  such  waters  may  be 
investigated  by  the  Board  at  the 
discretion  of  the  Supervising  Inspector. 

(c)  The  Master  of  a  vessel  involved  in 
a  marine  accident  may  request  an 
investigation  of  an  accident  not 
considered  by  the  Board  to  fall  within 
paragraph  (a)  of  this  section.  The 
request  must  be  addressed  to  the 
Supervising  Inspector  or  the  Chairman 
of  the  Board,  and  must  be  in  writing.  If 
the  Master  does  not  so  request  such  an 
investigation  in  writing,  he  shall  be 
deemed  to  have  waived  all  rights  to  the 
investigation  called  for  by  §  1417,  Pub.  L. 
96-70, 93  Stat.  487,  which  provides  that  a 
claim  may  not  be  considered  by  the 


Panama  Canal  Commission,  or  an  action 
for  damages  lie  thereon,  unless,  prior  to 
the  departure  from  the  Panama  Canal  of 
the  vessel  involved: 

(1)  The  investigation  by  the  competent 
authorities  of  the  accident  or  injury 
giving  rise  to  the  claim  has  been 
completed;  and, 

(2)  The  basis  for  the  claim  has  been 
laid  before  the  Commission. 

(d)  For  the  purpose  of  this  section,  the 
term  “serious  marine  accident”  includes: 

(1)  Any  accident  involving  substantial 
damage  to  any  structure,  plant,  or 
equipment  of  the  Panama  Canal 
Commission  or  the  United  States;  and 

(2)  Any  accident  (i)  involving  death  or 
resulting  in  personal  injury  that  requires 
admission  of  a  person  to  a  hospital  as  a 
bed  patient;  or  (ii)  resulting  in  damages 
to  a  vessel  which  require  the  making  of 
repairs  prior  to  the  vessel’s  departure 
from  the  Canal;  Provided  that  the 
Supervising  Inspector  or  his  designee 
has  reason  to  believe  that  personnel  or 
equipment  of  the  Panama  Canal 
Comission  were  then  aboard  or  were 
assisting  the  vessel  involved  in  the 
accident  or  were  situated  (aboard 
another  vessel,  ashore  or  otherwise)  so 
as  to  have  been  a  factor  in  the  accident. 

(84)  Cross  reference  is  revised  as 
follows: 

Cross  Reference:  Compelling  attendance 
and  testimony  of  witnesses  and  production  of 
books  and  papers  by  Board,  see  §  1418,  Pub. 

L.  96-70,  93  Stat.  487. 

*  *  *  *  « 

(85)  Section  117.1b  is  revised  as 
follows: 

§  1 17.1b  Rights  of  party  in  interest 

Any  Panama  Canal  pilot  or  other 
individual  who  is  a  party  in  interest  at  a 
marine-accident  investigation  may 
obtain  counsel  of  his  own  choosing, 
testify  in  his  own  behalf,  cross-examine 
witnesses,  call  witnesses,  and  introduce 
any  relevant  evidence.  The  Board  shall 
advise  all  parties  in  interest  of  such 
rights. 

(86)  Section  117.2  is  revised  as 
follows: 

§  1 17.2  Change  in  physical  status  of 
property  affected  by  accident  forbidden. 

In  the  event  of  a  marine  accident  or 
casualty  affecting  any  property  in 
Panama  Canal  waters,  or  waters 
adjacent  thereto,  or  any  property  owned 
or  operated  by  the  Panama  Canal 
Commission  or  the  United  States,  which 
imposes  on  the  Board  an  obligation  to 
investigate,  no  change  in  the  physical 
status  of  the  property  ejected  by  the 
accident  or  casualty  may  be  made  or 
permitted  prior  to  inspection  by  properly 
constituted  authority,  unless  sudi 


change  in  status  be  imperative  in  order 
to  preserve  life  or  property. 

(87)  Section  117.3  is  revised  as 
follows: 

§  1 17.3  Reports  by  Board  to  the 
administrator 

The  Board  shall  make  reports 
forthwith  in  detail  to  the  Administrator 
of  all  marine-accident  investigations 
conducted  by  it,  setting  forth  the  facts 
and  circumstances  surrounding  the 
accident  and  bearing  upon  its  proximate 
causation,  the  nature  and  extent  of  the 
injury  and  the  amount  of  damages,  if 
any,  occasioned  by  such  injury.  The 
reports  shall  include  a  transcript  of  the 
record  of  the  Board’s  investigation, 
together  with  its  findings  and  opinions 
respecting  the  accident.  All  Hndings  and 
opinions  of  the  Board  shall  be  rendered 
by  a  full  Board  after  a  review  of  the 
entire  transcript,  even  though  the 
hearing  may  have  been  conducted  by  a 
single  member  of  the  Board  or  by  a  two- 
man  Board.  Reports  to  the  Administrator 
shall  be  forwarded  in  duplicate  through 
the  Supervising  Inspector,  who  may 
place  thereon  such  endorsement  as  he 
may  see  fit. 

(88)  Section  117.4  is  revised  as 
follows: 

§  1 17.4  Reports  of  accidents  by  officer  in 
command  to  Board. 

The  master  or  other  officer  in 
command  of  a  vessel  shall,  prior  to  the 
vessel's  departure  from  Panama  Canal 
waters,  report  in  writing  to  the  Board 
any  accident  involving  his  vessel  in 
Canal  waters  that  resulted  in  loss  of  life 
or  serious  personal  injury  or  in 
substantial  damage  to  property. 

(89)  Section  117.5  is  revised  as 
follows: 

§  1 17.5  Control  of  wrecked,  injured,  or 
burning  vessels. 

When  a  vessel  in  the  Panama  Canal 
waters  goes  aground,  or  is  wrecked,  or 
is  so  injured  that  it  is  liable  to  become 
an  obstruction  in  such  waters,  or  is  on 
Hre,  the  Canal  authorities  shall  have  the 
right  to  supervise  and  direct,  or  to  take 
complete  charge  of  and  conduct,  all 
operations  which  may  be  necessary  to 
float  the  vessel,  to  clear  the  wreckage, 
to  remove  the  injured  vessel  to  a  safe 
location,  or  to  extinguish  the  Hre,  as  the 
case  may  be.  The  Canal  authorities  may, 
when  necessary,  take  such  action 
without  awaiting  the  permission  of  the 
owner  or  agent  of  the  vessel,  and  may 
require  the  Master  of  the  vessel  and  all 
persons  under  his  supervision  and 
control  to  place  the  vessel,  and  all 
equipment  on  board,  at  the  disposal  of 
the  Canal  authorities  without  costs  to 
the  Commission.  Unless  the  Panama 
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Canal  Commission  it  subsequently 
found  or  determined  to  be  responsible 
for  the  accident  or  the  condition 
necessitating  action  by  the  Canal 
authorities,  the  necessary  expenses 
incurred  by  the  Commission  in  carrying 
out  the  provisions  of  this  section  shall 
be  a  proper  charge  against  such  vessel 
her  owners  and  her  operators. 

(90)  Section  117.6  is  revised  as 
follows: 

§117.6  Liability  of  vessel  for  ii^ury  to 
Canal  structures  or  equipmenL 

A  vessel,  or  her  owner  or  operator, 
shall  be  held  liable  for  any  injury  to  any 
structure,  plant,  or  equipment  of  or 
pertaining  to  the  Canal,  the  Panama 
Canal  Commission  or  the  United  States 
when  the  injury  is  proximately  caused 
by  the  negligence  or  fault  of  the  vessel 
or  its  master  or  crew.  No  vessel  shall 
make  fast,  or  run  any  line,  to  any 
marker,  buoy,  beacon,  or  other  aid  to 
navigation;  and  a  vessel  shall  so 
navigate  as  not  to  strike  such  aids  in 
passing. 

PART  119— UCENSING  OF  OFFICERS 

(91)  Part  119  table  of  contents  is 
revised  as  follows: 

-Subpart  A— General  Provisions 

Sec. 

119.1  License  defined;  classiflcation  and 
licensing  of  Masters,  mates,  engineers, 
pilots,  and  motorboat  operators. 

119.2  Term  of  licenses. 

119.3  Appeal  from  action  refusing  license. 

119.5  Revocation  for  parting  with  license. 

119.6  Employment  of  licensed  officers. 

119.7  Original  license  dehned. 

119.8  Application  form. 

119.9  Service  records  and  endorsements. 

119.10  Age  and  literacy  requirements. 

119.11  Knowledge  of  First  aid. 

119.12  niysical  and  experience 
requirements. 

119.13  Burden  of  establishing  qualifications. 

119.14  Applicant  to  appear  for  examination. 

119.15  Reexamination. 

119.16  Raise  of  grade. 

119.17  Renewal  of  license. 

119.18  Sea  service  as  member  of  armed 
forces  of  the  United  States  or  the 
Republic  of  Panama  or  on  vessels  owned 
by  either  nation. 

119.19  Evaluation  of  equivalent  experience. 

119.20  Increase  in  scope  of  license;  removal 
of  limitations. 

119.21  Written  statement  of  reasons  for 
denying  license. 

119.23  Limitations  on  license. 

119.24  Oath  of  licensee. 

119.25  Duplicate  license. 

Subpart  B— Mastera 

119.01  Master,  steam  and  motor  vessels; 
experience  required. 

119.63  Master,  non-self-propelled  floating 
equipment;  experience. 


Subpart  C—Matea 

Gam 

119.103  Mate,  steam  or  motor,  experience 
required. 

Subpvt  D— PHota 

119.141  Pilot,  Panama  Canal;  qualifications. 
119.143  Pilot,  United  States  Government 
local  vessel;  employment  requirement. 
Subpart  E— Motorboat  operatora 
119.183  Motorboat  operator;  age  and  job 
requirements. 

119.187  Operating  test. 

Subpart  F—Englneera 

119.221  Grade  and  type  of  engineer  licenses. 

119.222  Chief  engineer,  steam  vessels; 
experience  required 

119.223  Chief  engineer,  motor  vessels; 
experience  required. 

119.224  Assistant  engineer,  steam  vessels; 
experience  required. 

119.225  Assistant  engineer,  motor  vessels; 
experience  required. 

119.227  Chief  and  assistant  engineer,  steam 
and  motor  vessel 

(92)  Part  119  authority  citation  ia 
revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sea  1801,  Pub.  L  96-70, 93 
Stat.  492,  EO 12215, 45  FR  36043. 

(93)  Section  119-1  is  revised  as 
follows: 

§119.1  Ucanae  defined;  daaalflcatlon  and 
llcenaing  of  Maatera,  matea,  englneera, 
pilota,  and  motorboat  operatora. 

(a)  The  word  license  when  used  in 
this  Part  means  a  Panama  Canal 
Commission  license  unless  specifically 
identified  as  one  from  another  issuing 
authority. 

(b)  The  Board  of  Local  Inspectors 
shall  recommend  the  classification  of 
Masters,  mates  and  engineers  of  steam 
and  motor  vessels  owned  and  operated 
by  the  Panama  Canal  Commission,  and 
of  operators  of  U.S.  Government 
motorboats  operating  in  Panama  Canal 
waters,  excluding  pleasure  craft,  and  of 
Panama  Canal  pUots,  and  upon  such 
recommendation  licenses  may  be  issued 
by  the  Supervising  Inspector,  or  by  such 
other  officer  as  he  may  designate.  No 
person  shall  act  or  serve  as  a  pilot. 
Master,  mate  or  engineer,  or  operate 
said  motorboats,  unless  he  holds  a  valid 
license  to  do  so. 

(94)  Section  119.2  is  revised  as 
foUows: 

§119.2  Term  of  licenses. 

Licenses  issued  to  marine  personnel 
of  the  Panama  Canal  Commission  are 
granted  to  such  personnel  for  such 
periods  as  they  are  employed  by  the 
Commission  in  a  position  requiring  such 
license.  Annually,  all  marine  personnel 
licensed  by  the  Panama  Canal 
Commission  shall  have  a  physical 
examination  attesting  to  their  physical 


condition  to  perform  their  assigned 
woric.  Such  examination  shall  include  an 
examination  of  the  applicant’s  acuity  of 
vision  and  color  sense. 

(95)  Section  119.3  is  revised  as 
follows: 

§119.3  Appeal  from  action  refusirtg 
Pcense. 

An  applicant  for  a  license  as  Master, 
mate,  engineer,  or  pilot  for  whom  the 
Board  of  Local  Inspectors  has  refused  to 
recommend  such  license  may  appeal  to 
the  Supervising  Inspector  or  to  such 
other  officer  as  the  Supervising 
Inspector  may  designate.  Hie  appeal 
must  be  entered  within  15  days  ^ter  the 
final  action  of  the  Board.  Upon  the 
appeal  the  Supervising  Inspector  or 
other  designated  officer  has  authority 
either  to  grant  or  to  deny  the  license. 

(96)  Section  119.4  is  removed  as 
follows: 

§119.4  [Removed] 

(97)  Section  119.6  is  revised  as 
follows: 

§119.6  Employment  of  licensed  officers. 

Only  persons  who  are  actually 
employed  in,  or  conditionally  eligible  for 
appointment  to.  a  position  subject  to 
licensing  under  this  Part,  or  who  can 
establish  that  they  have  a  bonafide 
intention  to  operate  a  U.S.  Government 
local  craft  within  Panama  Canal  waters, 
may  be  issued  an  original  license  under 
this  part.  Renewals  may  be  issued 
irrespective  of  the  employment 
requirement  if,  in  the  jud^ent  of  the 
Supervising  Inspector,  the  likelihood  of 
return  to  Canal  employment  or  other 
circumstances  warrant  renewal 

(98)  Section  119.9  is  revised  as 
follows: 

§  119.9  Service  records  and 
endorsements. 

(a)  Appliciuits  for  original  licenses  or 
raise  in  grade  of  license  other  than 
motorboat  operator,  shall  present  to  the 
Board,  to  be  filed  with  their 
applications,  letters,  discharges,  or  other 
official  documents,  certifying  to  the 
amount  and  character  of  their 
experience  and  names  of  the  vessels  on 
which  it  was  acquired.  Certified 
photostatic  copies  of  the  aforementioned 
documents  may  be  accepted. 

(b)  The  Board  shall,  when  practicable, 
require  an  applicant  for  Master’s, 
mate’s,  pilot’s,  or  engineer’s  license  to 
have  the  written  endorsement  of  the 
Master  or  chief  engineer  of  the  vessels 
upon  which  he  has  served.  Applicants 
for  license  as  pilot  shall  have  the 
endorsement  of  at  least  two  licensed 
pilots  as  to  their  qualifications. 
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(99)  Section  119.10  is  revised  as 
follows: 

§  1 19.10  Age  and  literacy  requirements. 

To  be  eligible  for  examination  for  any 
license  an  applicant  must,  except  as 
provided  by  §  119.183(b),  be  at  least  21 
years  of  age,  and  have  the  necessary 
experience  as  specified  in  this  Part.  In 
addition,  an  applicant  for  license  as 
pilot.  Master,  mate,  or  engineer  must 
have  a  working  knowledge  of  the 
English  language.  Proficiency  in  English 
will  be  determined  by  the  Marine 
Bureau  Committee  established  as  the 
certifying  body  for  English  proficiency  of 
mariners.  The  examination  will  be  given 
in  either  English  or  Spanish,  according 
to  the  choice  of  the  applicant. 

(100)  Section  119.12  (a),  (f),  and  (h)  are 
revised  as  follows: 

§  1 19.12  Physical  and  experience 
requirements. 

(a)  All  applicants  for  original  license 
must  pass  a  physical  examination  given 
by  a  physician  recognized  by  the 
Commission,  and  present  a  certificate 
executed  by  the  examining  physician  to 
the  Board.  The  certificate  shall  attest  to 
the  applicant's  acuity  of  vision,  color 
sense,  and  general  physical  condition. 
***** 

(f)  No  original  license  shall  be  issued 
to  any  person  unless  25  percent  of  the 
required  experience  has  been  obtained 
within  the  three  years  immediately 
preceding  the  date  of  application.  Such 
period  shall  include,  in  addition  to  the 
three  eyars  specified,  any  service  in  the 
Armed  Forces  of  the  United  States  or 
the  Republic  of  Panama  that 
immediately  preceded  or  interrupted  the 
last  three  years  spent  by  the  applicant  in 
a  civilian  status  prior  to  the  date  of  the 
application.  When  an  applicant  for  a 
license  as  engineer  does  not  meet  the 
requirement  of  this  paragraph,  but  is 
otherwise  qualified,  the  Board  may 
examine  him  and  recommend  to  the 
Supervising  Inspector  that  he  be 
licensed.  In  such  cases  a  license  may  be 
issued  provided  the  applicant  has 
satisfactorily  completed  a  90-day  period 
as  trainee  aboard  applicable  equipment 
of  the  Panama  Canal  Commission. 
***** 

(h)  An  applicant  for  a  license  may  not 
be  given  a  grade  of  license  higher  than 
that  in  which  he  has  served.  However, 
this  paragraph  shall  not  apply  to 
persons  qualifying  for  license  imder  the 
Panama  Canal  pilot  Master  and 
engineer  training  programs. 

(101)  Section  119.13  is  revised  as 
follows: 


§  1 19.13  Burden  of  estabNehing 
qualifications. 

Applicants  for  licenses  must  establish 
to  the  satisfaction  of  the  Board  that  they 
possess  all  of  the  qualifications 
necessary,  such  as  age,  experience  and 
character  before  they  shall  be  entitled  to 
be  issued  licenses. 

(102)  Section  119.14  is  revised  as 
follows: 

§  1 19.14  Applicant  to  appear  for 
examination. 

(a)  Except  as  provided  in  paragraph 
(c)  of  this  section,  before  an  original 
license  or  raise  in  grade  is  issued  to  any 
person  to  act  as  Master,  mate,  pilot,  or 
engineer,  he  shall  personally  appear 
before  the  Board  and  pass  a  written 
examination,  covering  such  subjects  as 
will  demonstrate  that  the  applicant  has 
sufficient  knowledge  of  maritime 
matters  necessary  for  the  license  for 
which  he  has  applied.  A  list  of  subjects 
to  be  tested  may  be  obtained  fix)m  the 
Board. 

(b)  Applicants  will  also  be  required  to 
pass  a  practical  examination. 

(c)  Upon  the  recommendation  of  the 
Board  that  he  do  so,  the  Supervising 
Inspector  may,  in  his  discretion,  issue  an 
original  license  either  without  an 
examination  dr  with  an  examination 
covering  only  subjects  of  a  local  nature, 
to  an  applicant  who  possesses  a 
currently  valid  marine  license  issued  by 
a  competent  national  authority  and  who 
is  otherwise  eligible  under  this  Part. 

(103)  Section  119.16  is  revised  as 
follows: 

§  1 19.16  Raise  of  grade. 

(a)  Upon  the  issuance  of  a  license 
involving  a  raise  of  grade,  the  applicant 
shall  surrender  the  old  license  to  the 
Board. 

(b)  The  Board  shall,  before  granting  a 
raise  of  grade  of  license,  require  the 
applicant  to  make  written  application  on 
a  prescribed  form. 

(c)  The  grade  of  a  license  as  Master, 
mate,  or  pilot  may  not  be  raised  except 
upon  the  certificate  of  a  physician 
recognized  by  the  Panama  Canal 
Commission,  attesting  that  the  color  - 
sense  of  the  applicant  is  normal. 
Applicants  for  raise  of  grade  of  engineer 
license  are  not  subject  to  this 
requirement.  Nothing  herein  contained 
shall  debar  an  applicant  who  has  lost 
the  sight  of  one  eye  from  securing  a 
raise  of  grade  of  his  license  if  he  is 
qualified  in  all  other  respects  and  his 
vision  in  his  one  eye  passes  the  test 
required  for  the  better  eye  of  an 
applicant  having  vision  in  both  eyes. 

(d)  Applicants  for  raise  of  grade  of 
license  shall  present  to  the  Board  letters, 
discharges,  or  other  official  documents 


certifying  to  the  amount  and  character 
of  their  experience  and  the  names  of  the 
vessels  on  which  it  was  acquired. 

(e)  A  raise  of  grade  of  license  may  not 
be  granted  to  any  applicant  unless  25 
percent  of  the  required  sea  service  shall 
have  been  served  within  the  three  years 
immediately  preceding  the  date  of 
application.  Service  in  the  armed  forces 
of  the  United  States  or  Republic  of 
Panama  shall  not  be  counted  in 
computing  the  three  years. 

(f)  Sea  service  acquired  prior  to  the 
issuance  of  the  license  held  may  not  be 
accepted  as  any  part  of  the  service 
required  for  raise  of  grade. 

(104)  Section  119.17  (e)  revised  and  (f) 
removed  as  follows: 

§  1 19.17  Renewal  of  license. 
***** 

(e)  A  license  as  Master,  mate,  or  pilot 
may  not  be  renewed  except  upon  the 
official  certificate  of  a  physician 
recognized  by  the  Commission  that  the 
color  sense  of  the  applicant  is  normal. 
Applicants  for  renewal  of  license  as 
engineer  are  subject  to  this  requirement. 

(f)  [Removed] 

***** 

(105)  Section  119.18  is  revised  as 
follows: 

§  119.18  Sea  service  as  member  of  armed 
forces  of  the  United  States  or  the  Republic 
of  Panama  or  on  vessels  owned  by  either 
nation  as  qualifying  experience. 

(a)  Sea  service  as  a  member  of  the 
armed  forces  of  the  United  States  or  the 
Republic  of  Panama  will  be  accepted  as 
qualifying  experience  for  an  original, 
raise  of  grade,  or  extension  of  route  of 
license.  Such  service  will  be  subject  to 
evaluation  to  determine  its  equivalent  to 
the  sea  service  required  on  merchant- 
type  vessels,  and  to  determine  the 
appropriate  grade,  class',  and  limit  of 
license  for  which  the  applicant  is 
eligible.  An  applicant  may  be  permitted 
to  omit  the  examination  for  intermediate 
grades  of  license  if  his  experience  is  of 
such  character  as  to  qualify  him  for  a 
higher,  or  the  highest,  grade  of  license. 

(b)  if  a  person  who  has  served  in  a 
civilian  capacity  as  commanding  officer. 
Master,  mate,  engineer,  or  pilot,  etc.,  of 
any  vessel  owned  and  operated  by  the 
United  States  or  the  Republic  of 
Panama,  in  a  service  in  which  a  license 
as  Master,  mate,  engineer,  or  pilot  was 
not  required  at  the  time  of  the  service, 
applies  for  examination  for  license,  the 
Board  shall  evaluate  the  time  or  service 
and  allow  appropriate  credit  therefor. 

(106)  Section  119.22  is  removed  as 
follows: 
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§119.22  [Removed] 

(107)  Section  119.23  is  revised  as 
follows: 

§  1 19.23  Limitations  on  iicense. 

The  Board  may  limit,  as  appropriate, 
the  tonnage,  length,  horsepower,  type  of 
vessel(s)  and  the  waters  upon  which  any 
licensee  may  act.  The  Board  will  note 
any  such  limitations  on  the  license. 

(108)  Section  119.25  is  revised  as 
follows: 

§  1 1 9.25  Duplicate  license. 

If  a  person  to  whom  a  license  has 
been  issued  loses  his  license,  he  shall 
promptly  report  the  loss  to  the  Board. 

The  Board  shall  issue  a  duplicate  license^ 
after  receiving  from  the  person  a 
properly  executed  affidavit  giving 
satisfactory  evidence  of  the  loss.  The 
license  shall  be  issued  as  a  duplicate  by 
the  addition  of  the  following  written 
endorsement:  “This  license  replaces 

License  Number - issued  at - on 

the  above  date.”  The  duplicate  license 
shall  have  the  same  force  and  effect  as 
the  original,  lost  license. 

(109)  Section  119.61  is  revised  as 
follows: 

§  1 19.61  Master,  steam  and  motor  vessels; 
experience  required. 

In  order  to  be  eligible  for  a  Panama 
Canal  license  as  Master  of  steam  and 
motor  vessels,  an  applicant  must — 

(a)  Hold  a  ciurently  valid  Panama 
Canal  license  as  mate  of  steam  and 
motor  vessels,  and  have  served  at  least 
260  eight-hour  watches  in  charge  of  a 
deck  watch  on  Panama  Canal 
Commission  vessels  of  75  feet  in  length 
engaged  in  towing;  or 

(b)  Hold  a  license  as  Master  or  mate 
of  steam  and  motor  vessels  issued  by  an 
authority  outside  the  Panama  Canal, 
and  have  served  at  least  260  eight-hour 
watches  as  a  licensed  officer  in  charge 
of  a  deck  watch  on  steam  or  motor 
vessels  over  75  feet  in  length  engaged  in 
towing. 

(110)  Section  §119.62  is  removed  as 
follows: 

§  119.62  [Removed] 

(111)  Section  119.63  is  revised  as 
follows: 

§  1 19.63  Master,  non-seH-propelled 
floating  equipment;  experience. 

In  order  to  be  eligible  for  examination 
for  the  license  of  Master  of  non-self- 
propelled  floating  equipment,  an 
applicant  must  have  at  least  260  eight- 
hour  watches  of  experience  as  mate  on 
Panama  Canal  Commission  non-self- 
propelled  floating  equipment  or  such 
experience  on  other  vessels  as  the 
Supervising  Inspector  determines  to  be 
equivalent  thereto. 


(112)  Section  119.64  is  removed  as 
follows: 

§119.64  [Removed] 

(113)  Section  119.102  is  removed  as 
follows: 

§119.102  [Removed] 

(114)  Section  119.103  is  revised  as 
follows: 

§  1 19.103  Mate,  steam  or  motor; 
experience  required. 

In  order  to  be  eligible  for  examination 
for  the  license  of  mate  of  steam  or  motor 
vessels  an  applicant  must — 

(a)  (1)  Have  graduated  from  either  the 
Panama  Nautical  School’s  program  for 
deck  officers,  a  maritime  academy  in  the 
United  States  recognized  by  the  U.S. 
Coast  Guard  for  licensing  piuposes,  or 
bom  another  maritime  academy  located 
outside  the  United  States  which  is 
determined  by  the  Supervising  Inspector 
to  have  standards  substantially  equal  to 
United  States  academies,  and  (2)  be 
participating  in  an  approved  Panama 
Canal  Commission  training  program  for 
Master,  steam  and  motor  vessels;  or 

(b)  Hold  a  license  as  mate  issued  by 
an  authority  outside  the  Panama  Canal, 
and  have  at  least  260  eight-hour  watches 
of  experience  as  a  licensed  officer  in 
charge  of  deck  watch  on  steam  or  motor 
vessels  over  75  feet  in  length  engaged  in 
towing, 

(115)  Section  119.104  is  removed  as 
follows: 

§119.104  [Removed] 

(116)  Section  119.141  (a),  (b),  (c)  and 
(e)  are  revised  as  follows: 

§119.141  Pilot,  Panama  Canah 
qualifications. 

(a)  An  applicant  for  a  license  as  Pilot. 
Panama  Canal,  Of  Vessels  Not  Over  225 
Feet  in  Length  Upon  All  Panama  Canal 
Waters  must  have  been  employed  by 
the  Panama  Canal  Commission  as  Pilot- 
in-Training  for  at  least  17  weeks  and 
must  meet  the  following  minimum 
requirements: 

(1)  He  must  have  served  at  least  three 
years  as  a  licensed  deck  officer  on 
vessels  of  1,000  gross  tons  or  over,  one 
year  of  which  must  have  been  as  a  chief 
mate  while  holding  a  license  issued  by 
the  U.S.  Coast  Guard  as  Chief  Mate 
Unlimited,  or  its  equivalent  as 
determined  by  the  Supervising 
Inspector;  or 

(2)  He*  must  have  served  at  least  three 
years  as  a  pilot  on  vessels  of  4,000  gross 
tons  or  over  on  the  Great  Lakes  while 
holding  license  issued  by  the  U.S.  Coast 
Guard  as  Hrst  Class  Pilot.  Great  Lakes; 
or 

(3)  He  must  have  served  at  least  two 
years  as  Master  of  Panama  Canal 


Commission  vessels  of  1,000  horsepower 
or  over  while  holding  a  Panama  Canal 
license  as  Master  of  Steam  and  Motor 
Vessels;  or 

(4)  He  must  have  completed  the  Pilot 
Training  Program  conducted  by  the 
Panama  Canal  Commission. 

(b)  An  applicant  for  a  license  as  Riot, 
Panama  Canal,  Of  Vessels  Not  Over  526 
Feet  in  Length  Upon  All  Panama  Canal 
Waters  must  have  been  employed  by 
the  Panama  Canal  Commission  as  pilot 
of  vessels  not  over  225  feet  in  lengA  for 
at  least  12  weeks. 

(c)  An  applicant  for  a  license  as  Pilot, 
Panama  Canal,  Of  Vessels  of  Any 
Tonnage  Upon  All  Panama  Canal 
Waters  must  have  been  employed  by 
the  Panama  Canal  Commission  as  pilot 
of  vessels  not  over  526  feet  in  length  for 
at  least  52  weeks. 

*  *  *  «  * 

(e)  The  qualifying  periods  of 
employment  specified  in  paragraphs  (a), 
(b)  and  (c)  of  this  section  may  be 
shortened  or  lengthened  by  the 
Administrator,  upon  recommendation  of 
the  Supervising  Inspector  where  the 
pilot  demonstrates  more  than  normal 
competence. 

(117)  Section  119.142  is  removed  as 
follows: 

§119.142  [Removed] 

(118)  Section  119.143  is  revised  as 
follows: 

§  1 19.143  PHoL  United  States  Govenmient 
local  vessel;  employment  requirement 

An  applicant  for  pilot,  U.S. 
Government  local  vessel,  must  be  in  the 
employment  of  the  Panama  Canal 
Commission  as  Master  or  mate  of  a 
Panama  Ceinal  Commission  vessel  or  the 
employment  of  the  U.S.  Army  or  U.S. 
Navy  as  Master  or  mate  of  a  U.S. 
Government  local  vessel,  such  as  a  mine 
sweeper,  landing  craft,  patrol  boat  or 
tug,  or  he  must  be  conditionally  eligible 
for  such  employment 

(119)  Section  119.144  is  removed  as 
follows: 

§  119.144  [Removed] 

(120)  Section  119.183  is  revised  as 
follows: 

§  119.183  MotortxMt  operator;  age  and  Job 
requirements. 

(a)  The  Board  may  examine  and  the 
Supervising  Inspector  may  issue  licenses 
to  operate  motorboats  to  qualified 
applicants.  To  be  eligible  for 
examination,  an  applicant  shall 
establish  that  his  is  conditionally 
eligible  for  appointment  to  a  position 
with  the  Panama  Canal  Commission  or 
with  another  U.S.  Government  agency 
operating  in  Canal  waters  requiring  a 
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motorboat  operator’s  license.  Licenses 
to  operate  motorboats  will  be  issued 
only  to  the  extent,  and  subject  to  such 
conditions  and  limitations,  as  the 
Supervising  Inspector  determines 
appropriate. 

(b)  A  person  must  be  18  years  of  age 
or  over  to  be  issued  a  motorboat 
operator’s  license. 

(121)  119.184  is  removed  as  follows; 

§119.184  [Removed] 

(122)  119.185  is  removed  as  follows; 

§119.185  [Removed] 

(123)  119.186  is  removed  as  follows; 

§  119.188  [Removed] 

(124)  119.187  is  revised  as  follows; 

§  1 19.187  Operating  test 

An  applicant  for  motorboat  operator’s 
license  shall  pass  a  practical 
demonstration  of  his  ability  to  operate  a 
motorboat  properly  and  safely,  in  the 
presence  of  an  inspector,  or  submit 
satisfactory  proof  of  such  capability. 

(125)  Section  119.222  (a),  (b)  and  (d) 
are  revised  as  follows; 

§  1 1 9.222  Chief  engineer,  steam  vessels; 
experience  required. 

In  order  to  be  eligible  for  examination 
for  the  license  of  chief  engineer  of  steam 
vessels,  an  applicant  must — 

(a)  Hold  a  valid  license  as  assistant 
engineer  of  steam  vessels,  meet  the 
experience  requirements  of  paragraph 

(a)  or  (b)  of  §  119.224,  and  have  served 
at  least  260  eight-hour  watches  as 
assistant  engineer  on  Panama  canal 
Commission  steam  vessels;  or 

(b)  Hold  a  valid  license  as  assistant 
engineer  of  steam  vessels,  and  have 
served  at  least  260  eight-hour  watches 
as  a  licensed  officer  in  charge  of  an 
engine  room  watch  on  steam  vessels  of 
at  least  3,000  horsepower;  or 

«  «  *  *  * 

(d)  Hold  a  valid  license  as  chief  or 
assistance  engineer  of  steam  vessels 
issued  by  an  authority  outside  the 
Panama  Canal  and  meet  the  hourly 
watch  requirements  of  paragraphs  (a) 

(b)  or  (c)  of  this  section. 

(126)  Section  119.223  (a)  and  (c)  are 
revised  as  follows; 

§  1 19.223  Chief  engineer,  motor  vessels; 
experience  required. 

In  order  to  be  eligible  for  examination 
for  the  license  of  chief  engineer  of  motor 
vessels,  an  applicant  must — 

(a)  Hold  a  valid  license  as  assistant^ 
engineer  of  motor  vessels,  meet  the 
experience  requirements  of  paragraphs 
(a)  or  (b)  of  §  119.225,  and  have  served 
at  least  260  eight-hour  watches  as 
assistant  engineer  of  motor  vessels;  or — 
*  ♦  ♦  *  ♦ 


(c)  Hold  a  valid  license  as  chief  or 
assistant  engineer  of  motor  vessels 
issued  by  an  authority  outside  the 
Panama  Canal  and  have  served  at  least 
260  eight-hour  watches  as  a  licensed 
officer  in  charge  of  an  engine  room 
watch  on  motor  vessels  of  at  least  3,000 
horsepower. 

(127)  Section  119.224  (a)  and  (b)  are 
revised  as  follows; 

§  1 19.224  Assistant  engineer,  steam 
vessels;  experience  required. 

In  order  to  be  eligible  for  examination 
for  the  license  of  assistant  engineer  of 
steam  vessels,  and  application  therefor 
must — 

(a)  (1)  Have  graduated  from  either  the 
Panama  Nautical  School’s  program  for 
engineer  ofHcers,  from  a  maritime 
academy  in  the  Untied  States 
recognized  by  the  U.S.  Coast  Guard  for 
licensing  purposes,  or  from  another 
maritime  academy  located  outside  the 
United  States  which  is  determined  by 
the  Supervising  Inspector  to  have 
standards  substantially  equal  to  the  U.S. 
Academies,  and  (2)  be  participating  in 
an  approved  Panama  Canal  Commission 
training  program  for  chief  engineer  of 
steam  vessels;  or 

(b)  Have  satisfactorily  completed  an 
approved  Panama  Canal  Commission 
training  program  for  chief  engineer  of 
steam  vessels  of  at  least  four  years’ 
duration  and  have  completed  at  least 
260  eight-hour  watches  in  the  engine 
room  of  a  Panama  Canal  Commission 
steam  vessel  under  the  supervision  of  a 
licensed  engineer. 

«  *  «  *  * 

(128)  Section  119.225  is  revised  as 
follows; 

§  1 19.225  Assistant  engineer,  motor 
vessels;  experience  required. 

In  order  to  be  eligible  for  examination 
the  license  of  assistant  engineer  of 
motor  vessels,  an  applicant  therefor 
must — 

(a)  (1)  Have  graduated  from  either  the 
Panama  Nautical  School’s  program  for 
engineer  officers,  from  a  maritime 
academy  in  the  United  States 
recognized  by  the  U.S.  Coast  Guard  for 
licensing  purposes  or  from  another 
maritime  academy  located  outside  the 
United  States  which  is  determined  by 
the  Supervising  Inspector  to  have 
standards  substantially  equal  to  the  U.S. 
Academics,  and  (2)  be  participating  in 
an  approved  Panama  Canal  Commission 
training  program  for  chief  engineer  of 
motor  vessels;  or 

(b)  Have  satisfactorily  completed  an 
approved  Panama  Canal  Commission 
training  program  for  chief  engineer  of 
motor  vessels  of  at  least  four  years’ 
duration  and  have  completed  at  least 


260  eight-hour  watches  in  engine  room 
of  a  Panama  Canal  Commission  motor 
vessel  under  the  supervision  of  a 
licensed  engineer;  or 

(c)  While  holding  a  license  as 
assistant  engineer  of  steam  vessels, 
have  served  at  least  130  eight-hour 
watches  as  observer-assistant  engineer 
on  motor  vessels. 

(129)  Section  119.226  is  removed  as 
follows; 

§  119.226  [Removed] 

PART  121— INSPECTION  AND 
REGISTRATION  OF  VESSELS 

Part  121  is  amended  as  follows; 

(130)  Part  121  authority  citation  is 
revised  as  follows; 

Authority:  Issued  luider  authority  vested  in 
the  Commission  by  sec.  1813,  Pub.  L  96-70, 93 
Stat.  493. 

(131)  Section  121-1  is  revised  as 
follows; 

§  121.1  Applicability  of  part 

Except  as  otherwise  specifically 
herein  provided,  the  regulations  in  this 
Part  apply  only  to  vessels,  floating 
equipment  and  motorboats  owned  or 
operated  by  the  Panama  Canal 
Commission  or  by  the  United  States  or 
any  of  its  agencies  operating  in  Panama 
Canal  waters. 

(132)  Section  121.2(a)  is  revised  as 
follows; 

§  121.2  /  Definitions 
*  «  *  *  * 

(a)  "Vessel”  means  any  vessel  as 
defined  in  §  111.2  other  than  a 
motorboat  as  defined  in  this  section. 

(133)  Section  121.3  is  revised  as 
follows; 

§  121.3  Inspection  of  vessels  merely 
transiting,  on  request  - 

A  vessel  merely  transiting  the  Canal  ^ 
may  be  inspected,  fully  or  in  part,  by  the 
Board  of  Local  Inspectors,  upon  the 
request  of  the  owner,  agent,  or  Master  of 
such  vessel.  Such  inspection  shall  be  at 
the  expense  of  the  vessel  in  accordance 
with  charges  established  by  the  Canal 
authorities. 

(134)  Section  121.43  is  revised  as 
follows; 

§  121.43  Fes  for  inspection 

Before  a  certificate  of  inspection  may 
be  issued  to  any  transiting  vessel,  or 
U.S.  Government  local  craft,  the  Master 
or  owner  of  such  vessel  or  other 
responsible  person  shall  pay  to  the 
Treasurer,  Panama  Canal  Commission 
the  fees  established  by  the  Canal 
authorities  for  inspection  and 
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examination  and  for  the  issuance  of 
certificates. 

(135)  Section  121.89(a]  is  revised  as 
follows; 

§  121.89  Boiler  steam  hours. 

(a)  Boilers  on  floating  equipment  of 
the  Panama  Canal  Commission  which 
are  inspected  by  the  Board  may  not  be 
operated  under  steam  for  more  than  the 
following  prescribed  number  of  hours 
between  boiler  washout  periods: 
*****' 

(136)  Section  121.90  introductory  test 
is  revised  as  follows: 

§  121.90  Annual  report  of  floating  craft  on 
hand. 

The  accountable  officials  of  the 
Panama  Canal  Commission  shall  fumisH 
the  Board  with  an  annual  report  of  all 
vessels  and  floating  craft  on  hand  by 
January  1st  of  each  year.  This  report 
shall  show: 

***** 

(137)  Section  121.92  is  revised  as 
follows: 

§  121.92  Lifesaving  apparatus. 

Unless  otherwise  provided  by  this 
Part,  lifesaving  apparatus  for  vessels 
navigating  beyond  Panama  Canal 
waters,  and  subject  to  this  ParL  shall  be 
in  accordance  with  the  requirements  of 
the  general  rules  and  regulations  for 
vessel  inspection  of  the  United  States 
Coast  Guard,  or  with  the  requirements 
of  the  International  Convention  for  the 
Safety  of  Life  at  Sea. 

(138)  Section  121-171  is  revised  as 
follows: 

§  121.171  Registration  and  numbering  of 
motorboats. 

All  motorboats  shall  be  registered, 
certificated,  and  assigned  numbers  by 
the  Board  of  Local  Inspectors,  subject  to 
the  supervision  of  the  Supervising 
Inspector. 

(139)  Section  121.173  is  revised  as 
follows: 

§  121.173  Registration  and  numbering  of 
vessels  under  65  feet  in  length  not 
propelled  by  machinery. 

Vessels  not  more  than  65  feet  in 
length  and  not  propelled  in  whole  or  in 
part  by  machinery  shall  be  registered 
and  numbered  by  the  Board,  under  the 
supervision  of  the  Supervising  Inspector. 

PART  123— RADIO  COMMUNICATION 

(140)  Part  123  table  of  contents  is 
revised  as  follows: 

123.1  Radio  conununication  defined. 

123.2  Control  of  communication. 

123.3  Radiotelephones  required.  ' 


Sec. 

123.4  Advance  information  required  by 
radio  finm  vessels  approaching  the 
Canal. 

123.5  Radio  communication  between 
vessels  in  Canal  and  other  vessels  or 
places. 

123.7  Operator  on  board  during  transit. 

123.8  Precedence  of  messages  relative  to 
vessel’s  movements  and  Canal  business; 
use  of  vessel’s  radio  by  pilot. 

123.9  Immediate  report  of  accidents,  delays, 
or  casualties. 

123.10  Operation  of  vessel  radios  in 
conformity  with  treaties. 

123.11  Radio  charges. 

(141)  Part  123  Authority  citation  is 
revised  as  follows: 

Audiority:  Issued  under  authority  vested  in 
the  President  by  sec.  1801,  Pub.  L  90-70, 93 
Stat.  492:  EO 12215, 45  FR  36043. 

(142)  Section  123.2  is  revised  as 
follows: 

S  123.2  Control  of  communications. 

The  Panama  Canal  Commission  shall, 
subject  to  the  provisions  of  this  Part, 
have  control  of  radio  commimications  in 
the  Canal  operating  areas  so  far  as 
concerns  or  affects  vessels  in  Panama 
Canal  waters  or  the  navigation  of  such 
waters. 

(143)  Section  123.3  (a)  introductory 
text  (b),  (c),  (d),  and  (e)  revised  as 
follows: 

§  123.3  Radiotelephones  required. 

(a)  Except  for  vessels  operated  by  the 
Panama  Canal  Commission  or  another 
agency  of  the  United  States,  the 
following  vessels  shall  comply  with  the 
requirements  of  this  section: 

(b)  A  vessel  of  a  type  described  in 
paragraph  (a)  of  this  section  shall  be 
equipped  wdth  a  radiotelephone  which 
can  be  operated  from  the  navigation 
bridge  and  which  can  be  used  to 
communicate  on  the  following  channels 
in  the  156-162  MHz  firequency  band: 

(1)  Channel  12, 156.600  MHz; 

(2)  Channel  13, 156,650  MHz; 

(3)  Channel  16, 156.800  MHz. 

(c)  A  vessel  of  a  type  described  in 
paragraph  (a)  of  this  section,  which  has 
notified  the  Chief,  Navigation  Division 
or  his  designee  that  it  is  ready  to  transit 
or  otherwise  navigate  in  Panama  Canal 
waters  and  requires  a  Panama  Canal 
pilot,  shall,  until  a  pilot  boards  the 
vessel,  maintain  a  continuous  watch  on 
Channel  12.  Channel  12  will  be  used  for 
notification  to  vessels  of  their  transit 
time  and  for  advisory  harbor  control 
communication  in  Limon  Bay. 

(d)  A  vessel  of  a  type  described  in 
paragraph  (a)  of  this  section  shall 
maintain  a  continuous  watch  on 
Channel  13  when  imderway  in  Panama 
Canal  waters  without  a  Panama  Canal 
pilot  aboard,  and  shall  use  Channel  13 
only  for  ship-to-ship  or  ship-to-coast 


navigational  communications.  When 
such  vessels  have  a  Panama  Canal  pilot 
aboard,  Channel  13  may  be  used  only  by 
the  pilot  or  at  his  direction  for 
navigational  communications. 

(e)  The  signal  stations  on  Flamenco 
Island  and  in  Cristobal  may  be  called  on 
Channels  12  and  16.  Channel  16  may 
also  be  used  by  all  vessels  for  ship-to- 
coast  coma'i'nications  with  steamship 
agents  or  other  commercial  businesses. 

(144)  Section  123.4  (a)  is  amended  and 
(b)  introductory  text  is  revised  as 
follows: 

§  123.4  Advance  Infonnation  required  by 
radto  from  vessels  approaching  the  CanaL 

(a)  Vessels  approaching  the  Panama 
Canal  shall  communicate  by  radio  to  the 
Navigation  Division  not  less  than  48 
hours  in  advance  of  arrival  at  the  Canal 
(or  earlier  if  radio  communication  is 
practicable  at  an  earlier  time),  the 
information  required  by  this  section 
unless  this  information  has  been 
previously  communicated  to  the  Canal 
authorities  by  other  means.  Symbols  of 
the  phonetic  alphabet  shall  be  used  to 
identify  each  item  and  the  word 
“NEGAT’  shall  be  used  after  the  items 
that  can  be  answered  “no,”  “none,”  or 
“not  applicable.”  The  following  items  of 
information  shall  be  provided: 
***** 

Delta — Any  changes  in  the  vessel’s 
name,  country  of  registry,  structure  or 
use  of  tanks  Uiat  have  occurred  since 
the  vessel  last  called  in  Panama  Canal 
waters. 

***** 

India — Quarantine  and  immigration 
information: 

(1)  Is  radio  pratique  desired? 

(2)  State  the  ports  at  which  the  vessel 
has  called  within  15  days  preceeding  its 
arrival  at  the  Canal. 

***** 

(b)  The  following  additional 
information  shall  be  transmitted  via 
radio  to  Transit  Operations  Division 
fi'om  all  vessels  as  applicable: 

***** 

(145)  Section  123.5  is  revised  as 
follows: 

S  123.5  Radio  communication  betwaan 
vassals  In  Canal  watars  and  othar  vassals 
or  placas. 

Except  for  emergency  traffic  and 
routine  bridge-to-bridge  VHF 
communication,  no  vessel  in  transit 
through  the  Canal  shall  communicate  by 
radio  with  any  other  vessel  or  shore 
station,  local  or  distant.  This  restriction 
shall  not  apply  to  government  vessels  of 
the  United  States  or  of  the  Republic  of 
Panama. 
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(146)  Section  123.6  is  removed  as 
follows: 

§  123.6  Removed 

(147)  Section  123.7  is  revised  as 
follows: 

§  123.7  Operator  on  board  during  transit 

All  vessels  equipped  with  radio  shall 
have  a  qualihed  radio  operator  on 
board,  available  to  operate  the  radio 
installation  if  necessary,  at  any  time  the 
vessel  is  underway  in  Panama  Canal 
waters  and  at  any  other  time  her 
navigation  is  imder  the  control  of  a 
Panama  Canal  pilot  Vessels  equipped 
with  radio  telephones  operating  on  the 
frequencies  designated  by  the  Panama 
Canal  Commission  are  deemed  to  meet 
the  requirements  of  this  section 
provided  they  have  someone  aboard 
capable  and  qualified  to  operate  such 
equipment. 

(148)  Section  123.9  is  revised  as 
follows: 

§  123.9  Immediate  report  of  accidents, 
delays,  or  casualties. 

Vessels  within  Panama  Canal  waters 
shall  report  by  radio  to  the  Canal 
authorities  any  accident  or  anything  else 
that  may  delay  them  or  require  . 
assistance,  any  sickness  or  casualties 
that  require  medical  attendance  or  any 
other  matter  of  importance  that  may 
arise.  If  a  pilot  is  on  board,  such  report 
shall  be  made  by  the  pilot  or  under  his 
direction. 

(149)  Section  123.10  is  revised  as 
follows: 

§  123.10  Operation  of  vessel  radios  hi 
conformity  with  treaties. 

Except  as  may  be  otherwise  provided 
by  this  Part,  while  in  Panama  Canal 
waters,  vessels  equipped  with  radio 
shall  operate  such  equipment  at  all 
times  in  conformity  with  the  principles 
and  rules  stipulated  in  the  treaties  or 
conventions  to  which  the  United  States 
is  a  party. 

PART  125— SANITARY 
REQUIREMENTS:  VESSEL  WASTES; 
GARBAGE;  BALLAST 

Part  125  is  amended  as  follows: 

(150)  Part  125  authority  citation  is 
revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  secs.  1701  and  1801,  Pub.  L 
66-70, 93  Stat.  492;  EO 12215, 45  FR  36043. 

(151)  Section  125.1  is  revised  as 
follows: 

§  125.1  Discharging  vessel  wastes  into 
waters. 

(a)  Vessels  may  not  discharge  or 
throw  into  Panama  Canal  waters  any 
ballast,  ashes,  cinders,  boxes,  barrels. 


straw,  paper,  or  other  solid  matter;  nor 
discharge  heavy  slops,  engine  or  fire 
room  bilge  water,  oil,  or  any  other 
matter  that  will  tend  to  deface  or  make 
Canal  waters  imsanitary.  This 
requirement  does  not  apply  to  the  water 
used  in  cooking  or  in  cleaning 
tableware. 

(b)  Ballast  tanks  may  not  be 
discharged  in  Canal  waters. 

(c)  Before  arrival  fi'om  sea  at  either  of 
the  terminal  ports,  vessels  should,  in  a 
manner  consistent  with  the 
requirements  of  the  International 
Convention  for  the  Prevention  of 
Pollution  of  the  Sea  by  Oil,  1954,  and  all 
amendments  thereto  which  are  currently 
in  force,  dispose  of  all  waste  forbidden 
to  be  discharged  in  Canal  waters. 

(152)  Section  125.3  is  removed  as 
follows: 

§  125.3  [Removed] 

(153)  Section  125.4  is  revised  as 
follows: 

§  125.4  Removing  wastes  when  anchored 
for  considerable  time. 

A  vessel  anchored  in  Panama  Canal 
waters  for  a  considerable  length  of  time 
may  get  rid  of  vessel  wastes  by 
requesting  Canal  authorities  to  place  a 
garbage  scow  alongside.  This  service  is 
chargeable  to  the  vessel. 

PART  129— [REMOVED] 

(154)  Part  129  is  removed. 

PART  131— NEUTRALITY  OF  CANAL 

(155)  Part  131  is  revised  as  follows: 
Authority:  Treaty  Concerning  the 

Permanent  Neutrality  and  Operation  of  the 
Panama  Canal,  signed  September  7, 1977. 

S  131.1  Applicability  of  Treaty. 

Matters  concerning  the  neutrality  of 
the  Panama  Canal  are  governed  by  the 
Treaty  Concerning  the  Permanent. 
Neutrality  and  Operation  of  the  Panama 
Canal,  signed  in  Washington,  D.C.,  on 
September  7, 1977. 

PART  133— TOLLS  FOR  USE  OF 
CANAL 

(156)  Part  133  Subpart  B  table  of 
contents  is  revised  as  follows: 

Subpart  B— Levying  of  Tolls 

133.31  Measurement  of  vessels;  vessels  to 
secure  tonnage  certificates. 

133.32  Measurement  of  vessels;  making  and 
correction  of  measurement;  plans  and 
copies. 

133.33  Measurement  of  vessels;  temporary 
retention  of  certificate  at  Canal. 

133.34  Tolls  for  vessels  in  ballast. 

133.36  Tolls  for  vessels  making  partial 
transit  and  return. 

133.37  Partial  transits  by  small  vessels. 


(157)  Part  133  authority  citation 
revised  as  follows: 

Authority:  Issued  imder  authority  vested  in 
the  President  by  secs.  1601  and  1801,  Pub.  L 
96-70, 93  Stat.  489;  EO  12215, 45  FR  36043. 

(158)  Section  133.35  is  removed'as 
follows: 

§  133.35  [Removed] 

(159)  Section  133.37  is  revised  as 
follows; 

§  133.37  Partial  transits  by  smcril  vessels. 

Section  133.36  shall  not  be  interpreted 
as  authorizing  vesels  less  than  65  feet  in 
length,  or  barges,  or  rafts  of  any  size  not 
on  regular  transit  schedules  and  not 
paying  tc^ls,  to  navigate  the  waters  of 
any  locks,  or  of  Gaillard  Cut  to  or  from 
Gatim  Lake  in  partial  transit  of  the 
Canal;  specific  authority  of  the 
Administrator  must  be  obtained  through 
the  Marine  Director  for  each  such  partial 
transit. 

(160)  Section  133.71(b)  is  revised  as 
'follows: 

§  133.71  Thna  of  making  payment 
***** 

(b)  All  vessel  charges  shall  be  paid,  or 
secured  as  provided  by  $  133.74,  before 
permission  to  depart  is  given  a  vessel  at 
the  port  of  departure  fix)m  the  Canal: 
Provided,  however.  That  in  cases 
involving  emergency  or  other  special, 
circumstances,  the  requirement  of  this 
paragraph  may  be  waived  by  the 
Administrator  of  the  Panama  Canal 
Commission. 

(161)  Section  133.74  is  revised  as 
follows: 

S  133.74  Same;  exception;  payment 
secured  by  deposit  of  cash  or  bonds. 

(a)  The  payment  of  tolls  and  vessel 
charges  may  be  secured  by  making  cash 
deposits  for  that  purpose  with  the 
Treasurer  of  the  Panama  Canal 
Commission  or  such  United  States 
depository  as  may  be  designated  by  the 
Panama  Canal  Commission. 

(b)  In  lieu  of  payment  in  cash  or  a 
cash  deposit,  the  payment  of  tolls  and 
vessel  charges  may  be  secured  by 
making  deposits,  pursuant  to  written 
agreement  with  the  Panama  Canal 
Commission,  of  negotiable  bonds  of  the 
United  States  Treasury  Department  as 
collateral  security  for  the  deposit  of 
public  moneys.  Such  bonds  shall  be 
imder  the  full  control  of  the  Panama 
Canal  Commission;  shall  be  deposited 
with  the  Treasurer  of  the  Panama  Canal 
Commission  or  such  United  States 
depository  as  may  be  designated  by  the 
Panama  Canal  Commission  and  shall  be 
subject  to  sale  or  other  disposition  by 
the  Panaftia  Canal  Commission  upon 
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any  failure  in  prompt  payment  of  any 
bill  for  tolls  or  vessel  charges  for  which 
the  said  bonds  are  deposited  as  security. 

(162)  Section  133.75  is  revised  as 
follows: 

§  133.75  To  whom  payment  is  to  be  made. 

Payment  for  tolls  and  vessel  charges 
shall  be  made  to  the  Treasurer,  Panama 
Canal  Commission. 

PART  135— RULES  FOR 
MEASUREMENT  OF  VESSELS 

Part  135  is  amended  as  follows: 

(163)  Part  135  authority  citation  is 
revised  as  follows: 

Authority:  Issued  under  authority  vested  in 
the  President  by  sec.  1601,  Pub.  L  96-70, 93 
Stat.  489;  EO 12215, 45  FR  36043. 

(164)  Section  135.443  is  revised  as 
follows: 

§  135.443  Substance  and  form  of  tonnage 
certificates;  biank  certificates. 

The  Panama  Canal  tonnage 
certiRcates  issued  by  the  measurement 
authorities  of  the  United  States  and  the 
several  foreign  countries  shall 
correspond  in  substance  and  form  to  the 
(prescribed)  sample  certificate 
(available  on  request  from  the  Board  of 
Admeasurement,  Panama  Canal 
Commission,  APO  Miami,  Florida  34011. 
Blank  certificates  will  be  furnished  by 
the  Secretary  of  the  Army  or 
Administrator  of  the  Panama  Canal 
Commission  upon  request  of 
measurement  authorities  of  foreign 
countries.  The  measurement  of 
authorities  of  any  foreign  country  may 
also  provide  themselves  with  Panama 
Canal  measurement  certificates  printed 
in  English  or  in  the  language  of  the 
foreign  coimtry:  Provided,  That  such 
certiHcates  strictly  correspond  in 
substance  and  form  to  the  sample 
certificate;  And  provided  further.  That  if 
it  is  desired  to  have  a  certificate  in  the 
language  of  the  foreign  country,  there 
must  also  be  a  corresponding  certificate 
issued  to  the  vessel  in  English. 

(165)  Section  135.483  is  revised  as 
follows: 

§  135.4B3  Anchoring  of  warships  to 
facilities  ascertainment  of  draft 

Every  warship,  other  than  army  and 
navy  transports,  colliers,  supply  ships, 
and  hospital  ships  (as  defined  in 
§  §  135.1-135.3)  upon  applying  for 
passage  throu^  the  Panama  Canal 
shall,  in  order  to  facilitate  the 
ascertainment  of  its  mean  draft,  be 
anchored  or  placed  at  such  station  or 
location  as  shall  be  designated  by  the 
Administrator  of  the  Panama  Canal 
Commission  or  by  the  officials 
authorized  to  act  for  him. 


(166)  Section  135.484  is  revised  as 
follows: 

§  135.484  Commander  of  warship  to 
exhibit  vessel’s  displacement  scale  and 
curves. 

The  commander  of  every  warship, 
other  than  army  and  navy  transports, 
colliers,  supply  ships,  and  hospital  ships 
(as  defined  in  §§  135.1-135.3),  applying 
for  passage  through  the  Panama  Canal, 
shall  exhibit  for  examination  by  the 
Administrator  of  the  Panama  Canal 
Commission,  or  by  the  ofiicials 
authorized  to  act  for  the  Administrator, 
an  official  document  containing  the 
vessel’s  curve  of  displacement  for 
change  of  trim,  and  a  scale  so  arranged 
that  the  displacement  at  any  given  mean 
draft  is  shown.  Such  document  or 
documents  shall  be  issued  and  be 
certified  as  correct  by  competent 
authorities  of  the  government  to  which 
the  vessel  belongs. 

(167)  Section  135.486  is  revised  as 
follows: 

§  135.486  Determining  displacement  of 
warship  not  suppiied  with  dispiacement 
scaie  and  curves. 

Should  any  warship,  other  than  army 
and  navy  transports,  colliers,  supply 
ships,  and  hospital  ships  (as  described 
in  §§  135.1-135.3),  apply  for  passage 
through  the  Panama  Canal  and  for 
reasons  satisfactory  to  the 
Administrator  of  the  Panama  Canal 
Commission,  not  have  on  board  the  duly 
certified  document  or  documents 
specified  in  §  135.484,  the  Administrator, 
or  the  officials  authorized  to  act  for  him, 
shall  then  determine  the  displacement  of 
the  vessel,  using  such  reliable  data  as 
may  be  available,  or  by  taking  such 
dimensions  of  the  vessel  and  using  such 
approximately  methods  as  may  be 
considered  necessary  and  practicable. 
The  displacement  tonnage  so 
determined  shall  be  considered  to  be  the 
displacement  of  the  vessel. 

(168)  Section  135.511  is  revised  as 
follows:  - 

§  135.51 1  Administration  of  rules. 

The  rules  of  measurement  provided  in 
this  Part  shall  be  administered  by  the 
Administrator  of  the  Panama  Canal 
Commission. 

Dated:  November  19, 1981. 

D.  P.  McAuUffe, 

Administrator. 

|FR  Doc.  81-34066  FUed  11-26-61;  8:46  am| 
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DEPARTMENT  OF  TRANSPORTATION 

National  Highway  Traffic  Safety 
Administration 

49  CFR  Part  571 

[Docket  No.  73-3^  Notice  No.  05} 

Motor  Vehicle  Safety  Standards; 

School  Bus  Body  Joint  Strength 

agency:  National  Highway  Traffic 
Safety  Administration  (NHTSA),  DOT. 
ACTION:  Notice  of  proposed  rulemaking. 

SUMMARY:  This  notice  proposes  an 
amendment  to  the  agency’s  school  bus 
body  joint  strength  standard  to  require 
most  maintenance  access  panels  in 
school  buses  to  comply  with  the 
standard.  'This  action  is  being  taken  as  a 
result  of  current  production  practices 
that  are  resulting  in  the  manufacture  of 
school  buses  with  loosely  attached 
maintenance  access  panels  that  might 
cause  injury  or  death  in  school  bus 
accidents. 

date:  Comment  closing  date;  January  26. 
1982. 

Proposed  effective  date:  6  months 
after  publication  as  a  final  rule. 

ADDRESS:  Comments  should  refer  to  the 
docket  number  and  be  submitted  to: 
Docket  Section,  Room  5108,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street,  SW.,  Washington, 
D.C.  20590  (Docket  hours:  8:00  a.m.  to 
4:00  p.m.). 

FOR  FURTHER  INFORMATION  CONTACT. 

Mr.  Robert  Williams,  Crashworthiness 
Division,  National  Highway  Traffic 
Safety  Administration.  400  Seventh 
Street,  SW.,  Washington,  D.C.  20590 
(202-426-2264). 

SUPPLEMENTARY  INFORMATION:  In  1974, 
the  Congress  enacted  Pub.  L  93-492 
which,  in  part,  directed  NHTSA  to  issue 
safety  standards  applicable  to  vehicles 
transporting  school  children  to  or  from 
school  or  related  events.  In  light  of  that 
Congressional  mandate,  the  agency 
issued  several  safety  standards,  one  of 
which  is  Standard  No.  221,  School  Bus 
Body  Joint  Strength.  Standard  No.  221 
resulted  from  a  particular  Congressional 
directive  telling  the  agency  to  strengthen 
school  bus  bodies  so  that  body  panels 
would  not  loosen  and  become  cutting 
edges  that  could  seriously  injure 
children  riding  in  buses  during  an 
accident. 

Standard  No.  221  has  substantially 
corrected  the  previous  safety  problem 
involving  body  panels  that  became 
easily  detached  in  accidents.  However, 
in  recent  tests  and  inspections,  the 
agency  has  become  concerned  that 
manufacturers  are  circumventing  the 


57940 


Federal  Register  /  Vol.  46,  No.  228  /  Friday,  November  27,  1981  /  Proposed  Rules 


joint  strength  standard  to  a  limited 
extent  by  the  excessive  use  of 
maintenance  access  panels. 

Maintenance  access  panels  were 
exempted  from  the  joint  strength 
requirements  when  the  standard  was 
initially  published.  At  that  time,  it  was 
determined  that  the  areas  of  a  vehicle 
requiring  frequent  maintenance  should 
be  easily  accessible.  Although  no 
definition  was  given  for  maintenance 
access  panels,  the  agency  originally 
intended  that  they  1^  limited  to  areas 
requiring  routine  maintenance.  As  the 
standard  became  effective,  many 
manufacturers  wrote  to  the  agency 
describing  a  variety  of  panels  in  their 
buses  that  they  thought  should  be 
considered  maintenance  access  panels. 
Based  upon  information  supplied  to  the 
agency  about  the  need  to  access  certain 
bus  areas,  the  agency  agreed  that  some 
panels  could  be  considered  maintenance 
access  panels.  Among  those  panels 
determined  to  be  maintenance  access 
panels,  were  panels  covering  wiring  and 
wiring  harnesses. 

Upon  inspection  of  buses  being 
constructed  today,  the  agency  has 
learned  that  most  manufacturers  have 
created  maintenance  access  panels  that 
extend  the  entire  length  of  the  bus  and 
that  are  located  above  the  window  area. 
These  panels  range  from  a  few  inches  up 
to  12  inches  in  width.  In  addition,  nearly 
the  entire  rear  wall  of  some  buses  has 
been  made  into  maintenance  access 
panels.  This  excessive  use  of  access 
panels  is  not  what  the  agency  intended 
nor  is  it  in  the  interest  of  safety. 

In  testing  some  of  these  panels,  the 
agency  has  learned  that  they  are  usually 
loosely  attached  and  cannot  withstand 
much  force  before  they  detach  from  the 
bus  body.  In  visual  inspection  of  some 
buses  that  comply  with  Standard  No. 

221  and  which  have  been  involved  in 
accidents,  the  agency  has  observed  that 
panels  joined  in  compliance  with  the 
standard  perform  very  well  and  rarely 
detach  from  the  bus  body.  The 
remarkable  performance  of  properly 
attached  panels  has  been  exhibited  even 
in  cases  where  buses  have  been  hit  by 
trains  and  have  sustained  impact  forces 
far  higher  than  those  normally  sustained 
by  buses  in  accidents.  In  the  same 
accidents,  however,  maintenance  access 
panels  which  were  not  securely 
attached  have  come  loose  and  may 
continue  to  pose  a  safety  problem. 

The  agency  has  discussed  the 
maintenance  access  panel  problem  with 
most  school  bus  manufacturers  to  alert 
them  to  our  concerns  and  to  discover 
whether  access  to  wiring  is  needed  on  a 
regular  basis.  The  manufacturers  have 
taken  some  small  steps  to  reduce  the 
size  of  the  panels  but  for  the  most  part 


they  have  not  eliminated  any  of  them. 
When  asked  for  the  data  relating  to  the 
frequency  of  removal  of  these  panels  for 
maintenance,  no  manufacturer  could 
provide  the  agency  with  any  Information 
that  was  specific.  The  impression  given 
to  the  agency  was  that  the  removal  of 
the  panels  was  occasional  and  was  not 
necessary  on  a  routine  basis. 

NHTSA  tentatively  concludes  that 
these  panels  that  are  loosely  attached 
and  many  of  which  are  located  in  the 
area  of  the  bus  most  likely  to  impact 
children’s  heads  are  a  potential  safety 
hazard  that  should  be  corrected.  The 
benehts  of  Standard  No.  221  might  be 
sacriHced  if  a  few  panels  are  so  loosely 
connected  that  they  can  come  loose  in 
an  accident  and  cause  deaths  or  injiuies 
that  are  easily  preventable  by  making 
those  panels  comply  with  the  standand. 

The  agency  realizes  that  access  to 
some  areas  beneath  current  access 
panels  may  be  necessary  on  an 
occasional  basis  to  replace  a  wire  or  to 
reconnect  a  loose  connection.  NHTSA 
does  not  intend  by  this  proposal  to  make 
these  areas  inaccessible.  However, 
manufacturers  can  easily  construct 
these  panels  so  that  they  can  be 
removed  and  also  comply  with  the 
standard.  Normally  manufacturers 
construct  their  joints  using  rivets  or  a 
combination  of  rivets  and  cement. 
Obviously,  such  a  joint  could  not  easily 
be  disconnected  for  maintenance 
purposes.  However,  a  joint  made 
entirely  of  screws  can  comply  with  the 
standard.  In  fact,  existing  access  panels 
can  be  made  to  comply  simply  by 
adding  more  screws  to  them.  While  this 
will  create  an  inconvenience  for  the 
mechanic  that  must  remove  all  of  the 
screws  to  remove  the  panels,  that 
inconvenience  is  minor  compared  to 
safety  consequences  that  can  occur 
when  an  existing  panel  comes  loose 
causing  death  or  permanent 
disfigurement. 

To  accomplish  the  agency’s  objective 
in  eliminating  the  maintenance  access 
panel  exemption  frcnn  the  standard,  the 
agency  proposes  two  amendments  to  the 
standard.  The  frrst  proposed  amendment 
would  redefine  “bus  body’’  in  a  way  that 
would  exclude  areas  forward  of  the  bus 
restraining  barrier  and  below  the 
windshield.  The  purpose  of  this 
amendment  is  to  maJke  it  unnecessary 
for  the  instrument  panel  to  comply  with 
the  joint  strength  standard.  The  agency 
tentatively  concludes  that  this  area  is 
far  enough  forward  in  a  bus  such  that  it 
is  not  a  major  influence  in  accident 
injuries. 

The  second  amendment  would 
redefine  “bus  panel  joint”  to  include  all 
joints  except  those  involving 
maintenance  access  panels  that  provide 


access  to  the  engine  or  transmissicm. 

The  effect  of  this  amendment  would  be 
to  remove  most  of  the  existing 
maintenance  access  panels  frmn  the  list 
of  joints  that  are  not  required  to  comply 
with  the  standard. 

To  effect  these  changes,  the  following 
amendments  are  proposed  to  Volume  49 
Code  of  Federal  regulations  Part  571.221, 
School  Bus  Body  Joint  Strength.  Section 
S4,  Definitions,  would  be  amended  to 
delete  the  existing  definitions  for  “Bus 
body"  and  “Body  panel  joint”  and  to 
replace  them  with  the  following  two 
definitions: 

“Bus  Body"  means  the  portion  of  a 
bus  that  encloses  the  bus’s  occupant 
space,  exclusive  of  the  bumpers,  the 
chassis  frame,  interior  bus  structure 
below  the  windshield  mounting  and 
forward  of  the  forwardmost  point  of  the 
restraining  barrier,  and  exterior 
structure  forward  of  the  forwardmost 
point  of  the  windshield  mounting. 

“Body  Panel  Joint”  means  the  area  of 
contact  between  the  edges  of  a  body 
panel  and  another  body  component,  and 
excluding  doors,  windows,  heating  and 
cooling  vents,  and  service  and  • 
maintenance  access  panels  necessary 
for  servicing  and  maintaining  the  engine 
and  transmission. 

The  agency  has  considered  the 
economic  and  oth»  effects  of  this 
proposal  and  has  determined  that  the 
proposed  rule  is  not  a  major  rule  within 
the  meaning  of  Executive  Order  No. 
12291.  The  agency  has  further 
determined  that  ^e  proposal  is  not 
significant  within  the  meaning  of  the 
Department  of  Transportation’s 
regulatory  procedures.  The  basis  for 
those  determinations  is  that,  while  the 
proposed  rule  would  affect  most  school 
buses,  the  requirement  can  be  easily  met 
by  adding  additional  screws  or  other 
fasteners  to  current  maintenance  access 
panels.  The  agency  believes  that  the 
cost  impact  of  those  changes  is  minimal. 

The  agency  has  also  considered  the 
effect  of  this  proposal  in  relation  to  the 
Regulatory  Flexibility  Act  and  has 
determined  that  the  proposal  would  not 
have  a  significant  effect  on  a  substantial 
number  of  small  entities.  As  explained 
above,  the  effect  of  the  proposal  is  to 
require  bus  manufactiu'ers  to  use 
additional  screws  to  attach  securely 
maintenance  access  panels.  It  does  not 
require  manufacturers  to  change  their 
designs  to  eliminate  or  reposition  their 
panels. 

The  proposal  will  not  have  a 
significant  effect  on  a  substantial 
number  of  small  government 
jurisdictions  and  small  organizations. 
Those  entities  are  affected  because  they 
are  purchasers  of  school  buses.  As 
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discussed  above,  the  agency  believes 
that  the  cost  impact  of  adding  additional 
screws  to  the  buses  to  meet  the 
proposed  requriement  should  be 
minimal.  Accordingly,  no  initial 
regulatory  flexibility  analysis  has  been 
prepared.  However,  data  are  speciflcally 
requested  from  commenters  on  any 
significant  cost  impacts  that  might  result 
if  this  proposal  were  implemented. 

Finally,  the  agency  has  analyzed  this 
proposal  for  the  purposes  of  the 
National  Environmental  Policy  Act.  The 
agency  has  determined  that 
implementation  of  this  action  would  not 
have  any  significant  effect  on  the  human 
environment. 

The  rule  would  become  effective  6 
months  after  publication  in  the  Federal 
Register. 

Interested  persons  are  invited  to 
submit  comments  on  the  proposal.  It  is 
requested  but  not  required  that  10  copies 
be  submitted. 

All  comments  must  be  limited  not  to 
exceed  15  pages  in  length.  Necessary 
attachments  may  be  appended  to  these 
submissions  without  regard  to  the  15 
page  limit.  This  limitation  is  intended  to 
encourage  commenters  to  detail  their 
primary  arguments  in  a  concise  fashion. 

If  a  commenter  wishes  to  submit 
certain  information  under  a  claim  of 
confidentiality,  three  copies  of  the 
complete  submission,  including 
purportedly  confiddhtial  information 
should  be  submitted  to  the  Chief 


Counsel.  NHTAS,  at  the  street  address 
given  above,  and  seven  copies  from 
which  the  purportedly  confidential 
information  has  been  deleted  should  be 
submitted  to  the  Docket  Section.  Any 
claim  of  confidentiality  must  be 
supported  by  a  statement  demonstrating 
that  the  information  falls  within  5  U.S.C. 
552(b)(4),  and  that  disclosure  of  the 
information  is  likely  to  result  in 
substantial  competitive  damage; 
specifying  the  period  during  which  the 
information  must  be  withheld  to  avoid 
that  damage;  and  showing  that  earlier 
disclosure  would  result  in  that  damage. 
In  addition,  the  commenter  or,  in  the 
case  of  a  corporation,  a  responsible 
corporate  official  authorized  to  speak 
for  the  corporation  must  certify  in 
writing  that  each  item  for  which 
confidential  treatment  is  requested  is  in 
fact  confidential  within  the  meaning  of 
section  552(b)(4)  and  that  a  diligent 
search  has  been  conducted  by  die 
commenter  or  its  employees  to  assure 
that  none  of  the  specified  items  has 
previously  been  cfisclosed  or  otherwise 
become  available  to  the  public. 

All  comments  received  before  the 
close  of  business  on  the  comment 
closing  date  indicated  above  will  be 
considered,  and  will  be  available  for 
examination  in  the  docket  at  the  above 
address  both  before  and  after  that  date. 
To  the  extent  possible,  comments  filed 
after  the  closing  date  will  also  be 
considered.  However,  the  rulemaking 


action  may  proceed  at  any  time  after 
that  date,  and  comments  received  after 
the  closing  date  and  too  late  for 
consideration  in  regard  to  the  action  will 
be  treated  as  suggestions  for  future 
rulemaking.  The  NHTSA  will  continue 
to  file  relevant  material  as  it  becomes 
available  in  the  docket  after  the  closing 
date,  and  it  is  recommended  that 
interested  persons  continue  to  examine 
the  docket  for  new  material. 

Those  persons  desiring  to  be  notified 
upon  receipt  of  their  comments  in  the 
rules  docket  should  enclose,  in  the 
envelope  with  their  comments,  a  self 
addressed  stamped  postcard.  Upon 
receiving  the  comments,  the  docket 
supervisor  will  return  the  postcard  by 
mail. 

The  principal  authors  of  this  notice 
are  Mr.  Robert  Williams  of  the 
Crashworthiness  Division  and  Mr.  Roger 
Tilton  of  the  Office  of  Chief  Counsel. 

(Secs.  103. 119,  Pub.  L  89-563, 80  Stat.  718  (15 
U.S.C.  1392, 1407);  Section  202,  Pub.  L  93-492, 
88  Stat.  1470  (15  U.S.C.  1392);  delegations  of 
authority  at  49  CFR  1.50  and  501.8.) 

Issued  on  November  19. 1981. 

Michael  M.  Finkeistein, 

Associate  Administrator  for  Rulemaking. 

[FR  Doc  81-33961  Filed  11-2S-81:  S4S  am) 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilization  and 
Conservation  Service 

Burley  Tobacco;  1982  National 
Marketing  Quota 

agency:  Agricultural  Stabilization  and 
Conservation  Service. 
action:  Notice  of  proposed 
determination  of  1982-83  marketing 
quota. 

SUMMARY:  The  Secretary  of  Agriculture 
is  required  by  the  Agricultural 
Adjustment  Act  of  1938,  as  amended,  to 
determine  and  announce  by  February  1, 
1982,  the  amount  of  the  national 
marketing  quota  for  burley  tobacco  for 
the  1982-83  marketing  year.  The  public 
is  invited  to  comment  on  the  amount  of 
the  national  marketing  quota,  the 
reserve  supply  level,  and  the  amount  of 
the  national  reserve,  as  set  forth  in  this 
notice. 

date:  Comments  must  be  received  on  or 
before  January  13, 1982  to  be  assured  of 
consideration. 

ADDRESS:  Send  comments  to  the 
Director,  Analysis  Division,  ASCS,  U.S. 
Department  of  Agriculture,  P.O.  Box 
2415,  Washington,  D.C.  20013,  (202)  447- 
5187. 

FOR  FURTHER  INFORMATION  CONTACr. 

Robert  Tarczy,  Program  Specialist, 
Analysis  Division,  ASCS,  USDA,  Room 
3736-South  Building,  P.O.  Box  2415, 
Washington.  D.C.  20013,  (202)  447-5187. 
The  Preliminary  Regulatory  Impact 
Analysis  describing  the  options 
considered  in  developing  this  notice  and 
the  impact  of  implementing  each  option 
is  available  on  request  from  Robert  L. 
Tarczy. 

SUPPLEMENTARY  INFORMATION:  This 
notice  has  been  reviewed  in  conformity 
with  Executive  Order  12291  and 
Secretary’s  Memorandum  1512-1  and 
has  been  classified  as  “not  major."  This 
action  has  been  classified  as  "not 


major”  since  implementation  of  these 
determinations  will  have  an  annual 
affect  on  the  economy  of  less  than  $100 
million. 

The  title  and  number  of  the  Federal 
Assistance  Program  that  this  notice 
applies  to  is:  Title — Commodity  Loan 
and  Purchases;  Number — ^10.051,  as  set 
forth  in  the  Catalog  of  FedCTal  Domestic 
Assistance.  This  action  will  not  have  a 
significant  impact  specifically  on  area 
and  community  development.  Therefore, 
review  as  established  by  OMB  Circular 
A-95  was  not  used  to  assure  that  units 
of  local  government  are  informed  of  this 
action.  It  has  been  determined  that  the 
Regulatory  Flexibility  Act  is  not 
applicable  to  this  notice  since  the 
Agricultural  Stabilization  and 
Conservation  Service  (ASCS)  is  not 
required  by  5  U.S.C.  553  or  any  provision 
of  law  to  publish  a  notice  of  proposed 
rulemaking  with  respect  to  the  subject 
matter  of  tiiis  notice. 

The  Agricultural  Adjustment  Act  of 
1938,  as  amended  (hereinafter  referred 
to  as  the  “Act”),  requires  the  Secretary 
to  determine  and  annoimce  by  February 
1, 1982,  the  amount  of  the  national 
marketing  quota  for  burley  tobacco  for 
the  1982-83  marketing  year.  The  1982-83 
marketing  year  is  the  third  of  three 
consecutive  years  for  which  marketing 
quotas,  which  were  approved  by 
producers  in  a  national  referendum,  will 
be  in  effect  for  burley  tobacco. 

Section  301(b)(14)(B)  of  the  Act 
defines  “reserve  supply  level”  as  the 
normal  supply,  plus  5  percent  thereof,  to 
insure  a  supply  adequate  to  meet 
domestic  consumption  and  export  needs 
in  years  of  drought,  flood,  or  other 
adverse  conditions,  as  well  as  in  years 
of  plenty.  The  phrase  “normal  supply”  is 
defined  in  section  301(b)(10)(B)  of  the 
Act  as  a  normal  year’s  domestic 
consumption  and  exports,  plus  175 
percent  of  a  normal  year’s  domestic 
consumption  and  65  percent  of  a  normal 
year’s  exports  as  an  allowance  for  a 
normal  year’s  carryover.  A  “normal 
year’s  domestic  consumption”  is  defined 
in  section  301(b)(ll)(B)  of  the  Act  as  the 
average  quantity  of  burley  tobacco 
produced  and  consumed  in  the  United 
States  during  the  ten  marketing  years 
immediately  preceding  the  marketing 
year  in  which  such  consumption  is 
determined  (1981-82),  adjusted  for 
current  trends  in  such  consumption. 

A  “normal  year’s  exports”  is  defined 
in  section  301(b)(12)  of  the  Act  as  the 


yearly  average  quantity  produced  in  and 
exported  from  the  United  States  during 
the  ten  marketing  years  immediately 
preceding  the  mariceting  year  in  which 
such  exports  are  determined  (1981-82), 
adjusted  for  current  trends  in  such 
exports. 

The  reserve  supply  level  for  the  1981- 
82  marketing  year  was  determined  to  be 
1,678  million  pounds.  This  was  based  on 
a  normal  year’s  domestic  consmnption 
of  500  million  pounds  and  a  normal 
year’s  exports  of  135  million  pounds  (46 
FR 11235).  'The  proposed  reserve  supply 
level  for  the  1982-83  marketing  year  is 
also  1.678  million  pounds.  ’This  was 
based  on  a  normal  year’s  domestic 
consumption  of  500  million  pounds  and 
a  normal  year’s  exports  of  135  million 
poimds. 

Section  301  (b)(16)(B}  of  the  Act 
defines  “total  supply”  as  the  carryover 
at  the  begiiming  of  the  mariceting  year 
(October  1)  plus  the  estimated 
production  in  the  United  States  during 
the  calendar  year  in  which  the 
marketing  year  begins.  The  total  supply 
for  the  1981-82  marketing  year  is  1,720 
million  pounds  based  on  carryover  of 
1,004  million  pounds  and  estimated 
production  of  716  million  poimds. 

Section  319(c)  of  the  Act  defines 
“national  marketing  quota”  for  burley 
tobacco  for  a  marketing  year  as  the 
amount  of  that  kind  of  tobacco  produced 
in  the  United  States  which  the  Secretary 
estimates  will  be  used  domestically  and 
will  be  exported  during  the  mariceting 
year,  adjusted  upward  or  downward  in 
such  amount  as  the  Secretary,  in  his 
discretion,  determines  is  desirable  for 
the  purpose  of  maintaining  an  adequate 
supply  or  for  effecting  an  orderly 
reduction  of  supplies  to  the  reserve 
supply  level.  The  maximum  downward 
adjustment  is  5  percent  of  estimated 
domestic  use  and  exports. 

The  amount  of  burley  tobacco 
produced  and  utilized  domestically 
during  the  1980-81  marketing  year  is 
estimated  to  be  475  million  pounds,  and 
the  amount  exported  is  estimated  to  be 
105  million  pounds,  farm  sales  weight 
basis.  'The  amount  of  the  national 
marketing  quota  for  the  1981-82 
marketing  year  is  661  million  pounds, 
based  upon  estimated  domestic 
utilization  of  500  million  pounds  and 
exports  of  132  million  pounds  with  an 
upward  adjustment  of  29  million  pounds 
to  maintain  adequate  supplies  (46  FR 
11235).  For  the  1982-83  marketing  year, 
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utilization  in  the  United  States  is 
estimated  to  be  about  500  million 
pounds  and  exports  are  estimated  to  be 
about  150  million  pounds.  The  total 
supply  for  the  1981-82  marketing  year  is 
42  miUion  pounds  more  than  the 
proposed  reserve  supply  level,  but  the 
amount  of  the  adjustment  desirable  for 
maintaining  an  adequate  supply  or  for 
effecting  an  orderly  reduction  of 
supplies  to  the  reserve  supply  level  is 
still  being  considered.  However,  the 
national  marketing  quota  is  proposed  to 
be  within  the  range  of  628  to  700  million 
pounds  for  the  1982-83  marketing  year. . 

For  each  marketing  year  for  which 
marketing  quotas  are  in  effect  under  this 
section,  the  Secretary  in  his  discretion 
may  establish  a  reserve  (hereinafter 
referred  to  as  the  “national  reserve”) 
from  the  national  marketing  quota  in  an 
amount  not  in  excess  of  1  per  centum  of 
the  national  marketing  quota  to  be 
available  for  making  corrections  and 
adjusting  inequities  in  farm  marketing 
quotas,  and  for  establishing  marketing 
quotas  for  new  farms  (that  is,  farms  for 
which  farm  marketing  quotas  have  not 
been  otherwise  established).  A  reserve 
of  500,000  pounds  was  established  for 
the  1981-82  marketing  year  (46  FR 
11235).  It  is  proposed  that  a  national 
reserve  be  established  for  the  1982-83 
marketing  year. 

Section  319(e)  of  the  Act  provides,  in 
part,  that  each  farm  marketing  quota 
shall  be  determined  by  multiplying  the 
previous  year’s  farm  marketing  quota  by 
a  national  factor  obtained  by  dividing 
the  national  marketing  quota 
determined  under  subsection  319(c)  (less 
the  national  reserve)  by  the  sum  of  the 
farm  marketing  quotas  for  the 
immediately  preceding  year  for  all  farms 
for  which  burley  tobacco  marketing 
quotas  will  be  determined  to  such 
succeeding  marketing  year:  Provided, 
that  such  national  factor  shall  not  be 
less  than  95  per  centum.  The  national 
factor  for  the  1981-82  marketing  year 
was  1.075  (46  FR  11235).  Section  319(h) 
of  the  Act  provides  that  effective  with 
the  marketing  year  beginning  October  1, 
1976,  no  marketing  quota,  other  than  a 
new  farm  marketing  quota,  shall  be 
established  for  a  farm  on  which  no 
burley  tobacco  was  planted  or 
considered  planted  in  any  of  the  five 
years  immediately  prece^ng  the  year 
for  which  farm  marketing  quotas  are 
being  established. 

Proposed  Determinations 

Accordingly,  Secretary  of  Agriculture 
proposes  to  determine  and  announce 
with  respect  to  burley  tobacco  for  the 
1982-83  marketing  year 

1.  A  national  mariceting  quota  with  the 


range  of  628  to  700  million  pounds. 

2.  A  reserve  supply  level  in  the 
amount  of  1,678  million  pounds. 

3.  A  national  reserve  within  the  range 
of  500,000  to  1,000,000  pounds. 

Comments  are  not  requested  with 
respect  to  the  national  factor  for  the 
1982-83  marketing  year  since  the 
national  factor  is  determined  as  the 
result  of  a  mathematical  computation  in 
accordance  with  the  formula  prescribed 
in  section  319(e)  of  the  Act  and  does  not 
involve  administrative  decisionmaking. 

All  written  submissions  will  be  made 
available  for  public  inspection  from  8:15 
a.m.  to  4:45  p.m.  Monday  through  Friday, 
in  Room  3741-South  Building,  14th  and 
Independence  Avenue  SW., 

Washington,  D.C. 

Signed  at  Washington,  D.C.  on  November 
19. 1981. 

Everett  Rank, 

Administrator,  Agricultural  Stabilization  and 
Conservation  Service. 

[FR  Doc.  81-33943  Filed  11-20-81;  9:58  am) 

BI  LUNG  CODE  3410-0S-M 


Rural  Electrification  Administration 

Approval  of  Agreement  for  Electric 
Service  Between  Salmon  River  Electric 
Cooperative,  Inc.,  and  Cyprus  Mines 
Crop.;  Finding  of  No  Significant  Impact 

The  Rural  Electrihcation 
Administration  (REA)  has  made  a 
Finding  of  No  Significant  Impact  with 
respect  to  the  approval  of  an  agreement 
for  electric  service  between  Salmon 
River  Electric  Cooperative,  Inc.,  (SREC) 
and  the  Cyprus  Mines  Corporation.  The 
service  will  require  the  construction  of 
88.5  km  (55  mi)  of  230  kV  transmission 
line  &om  Moore  to  Antelope  Flat,  19.2 
km  (12  mi)  of  230  kV  transmission  line 
from  Antelope  Flat  to  Round  Valley,  40.2 
km  (25  mi)  of  230  kV  transmission  line 
from  Antelope  Flat  to  South  Butte  and 
21.7  km  (13  mi)  of  69  kV  transmission 
line  from  South  Butte  to  the  Cyprus  mine 
site.  The  required  facilities  will  include 
a  230/69  kV  switching  station  at 
Antelope  Flat,  230/69  kV  substations  at 
Round  Valley  and  Butte,  and  a  69/24.9 
substation  at  the  Cyprus  mine  site.  All 
facilities  will  be  within  Custer  and  Butte 
Counties,  Idaho.  In  addition,  REA's 
financing  assistance  has  been  requested 
by  SERC  to  pay  for  a  part  of  the  cost  of 
the  Round  Valley  Substation.  The  rest  of 
the  proposed  facilities  will  be  paid  for 
by  Cyprus  Mines  Corporation. 

An  Environmental  Assessment  (EA) 
has  been  prepared  by  the  Bureau  of 
Land  Management  (BLM),  Salmon 
District,  Salmon,  Idaho,  which  declared 
a  Finding  of  No  Significant  Impact 


(FONSI)  for  all  of  the  proposed  230/69 
kV  facilities.  The  21.7  km  (13.5  mi) 
section  of  69  kV  transmission  line  and 
the  Cyprus  Substation  were  studied  for 
environmental  impacts  in  an 
Environmental  Impact  Statement  (EIS) 
prepared  by  the  U.S.  Fo.’^st  Service, 
Challis  National  Forest,  Challis,  Idaho, 
which  declared  in  a  Record  of  Decision 
(ROD)  that  the  proposed  transmission 
facilities,  which  are  included  in  the 
Forest  Service’s  adopted  cdtemative, 
would  have  minimal  environmental 
impacts.  REA  has  reviewed  both  the  EA 
and  EIS  from  BLM  and  the  Forest 
Service  along  with  pertinent  information 
from  other  sources  and  it  has  prepared 
its  own  EA  concerning  the  proposed 
project  and  its  environmental  impacts.  A 
copy  of  REA’s  EA  is  attached  to,  and 
made  a  part  of,  this  Finding  of  No 
Significant  Impact. 

REA  has  determined  that  the 
proposed  project  does  not  involve  prime 
farmland,  flo^plains,  wetlands,  or 
threatened  or  endangered  species,  and  it 
will  have  no  significant  impact  on 
cultural  resources,  wild  and  scenic 
rivers,  wilderness  study  areas,  or 
grazing  lands.  It  is  REA’s  independent 
evaluation  that  construction  of  the 
proposed  project  does  not  constitute  a 
major  Federal  action  resulting  in  a 
significant  effect  to  the  quality  of  the 
human  environment. 

Four  alternatives  were  considered  in 
addition  to  the  proposed  plan  including; 
no  action,  undergroimd  construction  and 
two  alternate  transmission  line  routes. 

REA’s  Finding  of  No  Significant 
Impact,  EA  and  EIS  fit)m  BLM  and  the 
Forest  Service,  respectively,  may  be 
reviewed  in,  or  requested  from,  the 
Office  of  the  Director,  Distribution 
Systems  Division,  Room  3304,  South 
Agriculture  Building,  Rural 
Electrification  Administration, 
Washington,  D.C.  20250,  telephone:  (202) 
382-8848,  or  at  the  office  of  SREC,  P.O. 
Box  384,  Challis,  Idaho  83226,  telephone: 
(208)  879-2283. 

'This  Program  is  listed  in  the  Catalog 
of  Federal  Domestic  Assistance  as 
10.850 — Rural  Electrification  Loans  and 
Loans  Guarantees. 

Dated  at  Washington,  D.C.,  this  19th  Day  of 
November  1981. 

Harold  V.  Hunter, 

Administrator. 

(FR  Doc.  81-33980  FUed  11-25-81: 8i45  aa| 

BILUNG  CODE  3410-15-11 

West  Plains  Electric  Cooperative,  htc^ 
Hnding  of  No  Significant  Impact 

Notice  is  hereby  given  that  the  Rural 
Electrification  Administration  (REA)  has 
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mad  a  Finding  of  No  Significant  Impact 
(FONSI)  in  connection  with  the 
proposed  financing  assistance  to  West 
Plains  Electric  Cooperative,  Inc., 

(WPEC)  of  Dickinson,  North  Dakota. 

The  proposed  project  is  to  construct  a 
115  kV  transmission  line  from  Charlie 
Creek  to  the  proposed  Four  Eyes 
Substation.  The  line  will  start  at  Charlie 
Creek  and  travel  27.4  km  (17.0  mi]  in  a 
southwesterly  direction  to  the  proposed 
substation.  All  work  will  be  performed 
in  Billings  County,  North  Dakota.  The 
alternatives  considered  for  this  project 
were  no  action,  underground 
construction  and  alternative  routes.  The 
selected  alternative  is  described  above. 

A  Borrower’s  Environmental  Report 
(BER]  was  prepared  by  WPEC  on  the 
proposed  project  and  REA  prepared  an 
Environmental  Assessment  (EA)  on  the 
proposed  project. 

After  an  independent  evaluation  of 
the  EA,  and  information  from  other 
sources,  REA  has  concluded  that  the 
proposed  project  will  not  have  a 
signiHcant  impact  on  the  quality  of  the 
human  environment  and  prepared  a 
FONSI.  The  FONSI,  EA  and  BER  may  be 
reviewed  in  the  office  of  the  Director, 
Distribution  Systems  Division,  Rural 
Electrification  Administration,  Room 
3304,  South  Agriculture  Building, 
Washington,  D.C.  20250,  telephone  (202) 
382-8848  or  the  office  of  the  cooperative. 
West  Plains  Electric  Cooperative,  Inc., 
1260  West  Villard,  (P.O.  Box  1038), 
Dickinson,  North  Dakota  58601, 
telephone  (701),  225-5111. 

This  Program  is  listed  in  the  catalog  of 
Federal  Domestic  Assistance  as  10.850 — 
Rural  Electrification  Loans  and  Loan 
Guarantees. 

Dated  at  Washington,  D.C..  this  19th  day  of 
November  1981. 

*  Harold  V.  Hunter, 

Administrator,  Rural  Electrification 
Administration. 

|FR  Doc.  33989  Filed  11-25-81:  8:45  am] 

BHXma  CODE  3410-1S-II 


Valley  Electric  Membership  Corp.; 
Finding  of  No  Significant  Impact 

Notice  is  hereby  given  that  the  Rural 
Electrification  Administration  (REA)  has 
made  a  Finding  of  No  Significant  Impact 
with  respect  to  proposed  Hnancing 
assistance  to  Valley  Electric 
Membership  Corporation  (VEMCO)  of 
Natchitoches,  Louisiana,  for  the 
construction  of  69  kV  transmission 
facilities  in  Natchitoches  and  Sabine 
Parishes,  Louisiana.  New  transmission 
lines  will  be  built  between  the  following 
end  points:  Many-Noble,  24.3  km  (15.2 
mi);  Many-Negreet,  18.7  km  (11.7  mi); 
Many  Marthaville,  19.8  km  (12.4  mi); 


Many-Provencal,  29.1  km  (18.2  mi); 
Provencal-Cane  River,  15.5  km  (9.7  mi); 
Cane  River-Grand  Ecore,  10.9  km  (6.8 
mi);  Grand  Ecore-Clarence,  8.0  km  (5.0 
mi);  Clarence-Campti  11.7  km  (7.3  mi); 
Campti-Creston,  11.0  km  (6.9  mi);  and 
Clarence-Verda,  20.0  km  (12.5  mi).  New 
substations  are  proposed  for  Campti, 
Cane  River,  Creston,  Many,  Marthaville, 
Noble  and  Provencal.  New  bulk  points 
will  be  built  at  Many  and  Clarence. 

REA  reviewed  a  BER  submitted  by 
VEMCO  and  determined  that  it 
represents  an  a^^curate  assessment  of 
the  environmental  impact  of  the  project. 
Based  upon  the  BER,  VEMCO’s  1981- 
1982  Annual  Work  Plan  and  maps,  REA 
prepared  an  Environmental  Assessment 
concerning  the  proposed  project  and  its 
impacts.  REA  concluded  that  the 
proposed  Hnancing  assistance  would  not 
be  a  major  Federal  action  significantly 
affecting  the  quality  of  the  human 
environment. 

The  BER  and  EA  adequately  consider 
potential  impacts  of  the  proposed 
project  on  resources,  including 
threatened  and  endangered  species, 
important  farmlands,  cultural  resources, 
wetlands  and  floodplains.  Some  pole 
structures  will  be  located  in  floodplains 
and  cross  prime  farmlands,  and  may  be 
located  on  wetlands.  The  facilities  at 
Campti,  Cane  River,  Many  and  Noble 
will  be  on  designated  prime  farmlands, 
but  these  locations  are  already 
dedicated  to  nomagricultmal  uses.  The 
environmental  effects  will  be  minimal. 

Alternatives  examined  include 
refusing  service  to  new  customers, 
continuing  service  with  only  existing 
facilities,  and  alternative  line  routing 
and  substation  sitings.  After  reviewing 
these  alternatives,  REA  determined  that 
the  proposed  project  is  the  preferred 
alternative  because  it  best  meets 
VEMCO’s  needs  with  the  minimum  of 
adverse  impacts. 

REA’s  Finding  of  No  Signiflcant 
Impact  and  Environmental  Assessment 
and  VEMCO’s  BER  may  be  reviewed  in 
or  requested  bom  the  Office  of  the 
Director,  Distribution  Systems  Division, 
Room  3304,  South  Agriculture  Building, 
Rural  Electrification  Administration, 
Washington,  D.C.  20250,  telephone:  (202) 
382-8848,  or  at  the  oflice  of  Valley 
Electric  Membership  Corporation,  (Mr. 
John  Reed,  Manager),  P.O.  Box  659, 
Natchitoches,  Louisiana  71457, 
telephone:  (318)  352-8601. 

This  Program  is  listed  in  the  Catalog 
of  Federal  Domestic  Assistance  as 
10.850 — Rural  Electriflcation  Loans  and 
Loan  Guarantees. 


Dated  at  Washington,  D.C.,  this  19th  day  of 
November  1981. 

Harold  V.  Hunter, 

Administrator. 

[FR  Doc.  81-33988  filed  11-25-81: 8:45  am] 

BILUNO  CODE  3410-15-M 


Soil  Conservation  Service 

Eastern  Hill  Country  R.C.  &  D.  Area; 
Fredericksburg  Independent  School 
District  Critical  Area  Treatment 
Measure 

agency:  Soil  Conservation  Service, 
Agriculture. 

action:  Notice  of  finding  of  no 
significant  impact. 

FOR  FURTHER  INFORMATION  CONTACT. 

George  C.  Marks,  State  Conservationist, 
Soil  Conservation  Service,  P.O.  Box  648, 
Temple,  Texas  76503,  telephone  817- 
774-1214. 

NOTICE:  Pursuant  to  section  102(2)(C)  of 
the  National  Environmental  Policy  Act 
of  1969;  the  Council  on  Environmental 
Quality  Guidelines  (40  CFR  Part  1500); 
and  the  Soil  Conservation  Service, 
Guidelines  (7  CFR  Part  650);  the  Soil 
Conservation  Service,  U.S.  Department 
of  Agriculture,  gives  notice  that  an 
environmental  impact  statement  is  not 
being  prepared  for  the  Fredericksburg 
Independent  School  District  Critical 
Area  Treatment  R.C.  &  D.  Measure, 
Gillespie  County,  Texas. 

The  environmental  assessment  of  this 
federally  assisted  action  indicates  that 
the  project  will  not  cause  signiflcant 
local,  regional,  or  national  impacts  on 
the  environment.  As  a  result  of  these 
flndings,  George  C.  Marks,  State 
Conservationist,  has  determined  that  the 
preparation  and  review  of  an 
environmental  impact  statement  are  not 
needed  for  this  project. 

The  measure  concerns  a  plan  for 
treatment  of  about  8.4  acres  of  critical 
erosion  on  two  campuses  and  includes 
shaping  or  smoothing  of  eroded  areas, 
seedbed  preparation,  vegetation, 
topsoiling,  fertilizer,  construction  of 
earthen  diversion  terraces  and  concrete 
lined  ditches,  sprinkler  systems,  and 
covering  of  heavy  use  area  with  pea 
gravel. 

The  Notice  of  Finding  of  No 
Significant  Impact  (FNSI)  has  been 
forwarded  to  the  Environmental 
Protection  Agency.  The  basic  data 
developed  during  the  environmental 
assessment  are  on  file  and  may  be 
reviewed  by  contacting  George  C. 
Marks.  The  FNSI  has  been  sent  to 
various  Federal,  State,  and  local 
agencies  and  interested  parties.  A 
limited  number  of  copies  of  the  FNSI  are 
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available  to  fill  single  copy  requests  at 
the  above  address. 

Implementation  of  the  proposal  will 
not  be  initiated  until  December  28, 1981. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  10.901,  Resource  Conservation 
and  Development  Program.  Office  of 
Management  and  Budget  Circular  A-05 
regarding  State  and  local  clearinghouse 
review  of  Federal  and  federally  assisted 
programs  and  project  is  applicable) 

Dated:  November  17. 1981. 

George  C.  Marks, 

State  Conservationist. 

|FR  Doc.  34009  Filed  11-25-Sl;  8:45  am] 

BlUINQ  CODE  3410-16-M 


DEPARTMENT  OF  COMMERCE 

International  Trade  Administration 

Amoxicillin  Trihydrate  and  Its  Salts 
From  Spain;  Preliminary  Results  of 
Administrative  Review  of 
Countervailing  Duty  Order 

agency:  Department  of  Commerce, 
International  Trade  Administration. 
ACTION:  Notice  of  preliminary  results  of 
administrative  review  of  countervailing 
duty  order. 

SUMMARY:  The  Department  of 
Commerce  has  conducted  an 
administrative  review  of  the 
countervailing  duty  order  on  amoxicillin 
trihydrate  and  its  salts  from  Spain.  The 
review  covers  the  period  January  1, 1980 
through  December  31, 1980.  As  a  result 
of  this  review,  the  Department  has 
preliminarily  determined  to  instruct  the 
Customs  Service  to  collect 
countervailing  duties  equal  to  the 
calculated  value  of  the  net  subsidy,  3.66 
percent  of  the  f.o.b.  invoice  price  of  the 
merchandise.  Interested  parties  are 
invited  to  comment  on  these  preliminary 
results. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT. 

Ms.  Claire  A.  Rickard,  Office  of 
Compliance,  Room  2802,  International 
Trade  Administration,  U.S.  Department 
of  Commerce,  Washington,  D.C.  20230 
(202-377-1487). 

SUPPLEMENTARY  INFORMATION: 
Procedural  Background 

On  July  27, 1979,  a  notice  of  "Final 
Countervailing  Duty  Determination”  on 
Amoxicillin  trihydrate  and  its  salts  from 
Spain,  T.D.  79-211,  was  published  in  the 
Federal  Register  (44  FR  44154).  The 
notice  stated  that  the  Department  of  the 
Treasiuy  had  determined  that  the 
Government  of  Spain  had  given  bounties 
or  grants  on  the  manufactme, 
production  or  exportation  of  amoxicillin 


trihydrate  and  its  salts,  within  the 
meaning  of  section  303  of  the  Tariff  Act 
of  1930  (19  U.S.C.  1303)  (“the  Tariff 
Act”). 

On  January  1, 1980,  the  provisions  of 
title  I  of  the  lYade  Agreements  Act  of 
1979  (“the  TAA”)  became  effective.  On 
January  2, 1980,  Ae  authority  for 
administering  the  countervailing  duty 
law  was  transferred  from  the 
Department  of  the  Treasury  to  the 
Department  of  Commerce  i“the 
Department”).  The  Department 
published  in  the  Fede^  Register  of  May 
13, 1980  (45  FR  32455)  a  notice  of  intent 
to  conduct  administrative  reviews  of  all 
outstanding  countervailing  duty  orders. 
As  required  by  section  751  of  the  Tariff 
Act,  the  Department  has  conducted  an 
administrative  review  of  the  order  on 
amoxicillin  trihydrate  and  its  salts  firom 
Spain. 

Scope  of  the  Review 

The  merchandise  covered  by  this 
review  is  amoxicillin  trihydrate  and  its 
salts,  an  antibiotic  which  is  a  semi¬ 
synthetic  penicillin,  imported  directly  or 
indirectly  from  Spaim  These  imports  are 
currently  classifiable  under  item  number 
411.74  of  the  Tariff  Schedules  of  the 
United  States  (TSUS).  The  review 
covers  the  period  January  1, 1980 
through  December  31, 1980.  The 
Department  reviewed  the  two  programs 
which  had  been  found  coimtervailable 
in  this  and  other  investigations:  an 
overrebate  upon  exportation  of  indirect 
taxes  (the  Desgravacion  Fiscal  a  la 
Exportacion]  and  a  working  capital 
loans  program.  The  only  known  exporter 
of  this  merchandise  to  the  United  States 
is  Antibioticos,  S.A. 

Analysis  of  Programs 

(1)  Desgracion  Fiscal  a  la  Exportacion 

Spain  employs  a  cascading  tax 
system,  that  is,  a  turnover  tax  based 
upon  the  total  value  of  inputs  at  each 
transaction  level,  rather  than  upon  the 
value  added  at  each  level.  Under  this 
system,  the  indirect  taxes  paid  include 
both  taxes  levied  at  the  final  stage  of 
production  and  prior  stage  taxes 
incorporated  in  the  input  costs  of  raw 
materials,  energy,  and  services  used  in 
the  final  stage  of  production.  The 
Spanish  government  studies  the 
incidence  of  prior  stage  taxes  on  inputs 
in  various  sectors  of  die  economy  in 
order  to  determine  more  precisely  the 
cumulative  indirect  tax  incidence  on  the 
exported  product,  in  this  case, 
amoxicillin  trihydrate  and  its  salts. 

Then,  under  the  Desgravacion  Fiscal  a  la 
Exportacion  program,  the  government 
rebated  upon  exportation  to  total 
indirect  taxes  calculated  to  be  borne  by 
the  final  product. 


Although  the  Spanish  government 
rebates  upon  exportation  all  indirect 
taxes  paid  under  the  cascading  tax 
system,  the  Tariff  Act  allows  the  rebate 
of  only  the  following:  (1)  taxes  borne  by 
inputs  which  are  physically 
incorporated  in  the  exported  product 
(see  Annex  1.1  of  part  355  of  the 
Commerce  Regulations)  and  (2)  indirect 
taxes  levied  at  the  final  stage.  If  the  tax 
rebate  upon  export  exceeds  the  total 
amoimt  of  allowable  indirect  taxes 
described  above,  the  Depculment 
considers  the  difference  to  be  an 
overrebate  of  indirect  taxes  and, 
therefore,  a  subsidy. 

Physical  incorporation  is  a  question  of 
fact  to  be  determined  for  each  product 
in  each  case.  In  this  case,  the  physically 
incorporated  inputs  are  raw  materials 
previously  allowed  by  the  Treasury 
Department  Based  upon  our  review  of 
the  Spanish  government  study  of  tax 
incidence  and  upon  our  analysis  and 
allowance  of  physically  incorporated 
inputs  and  certain  parafiscal  taxes  on 
the  final  product  we  determine  that  an 
overrebate  upon  export  of  indirect  taxes 
existed  in  1980  in  an  amount  equal  to 
3.27  percent  of  the  f.o.b.  invoice  price  of 
the  product 

As  of  January  1, 1981,  the  Spanish 
government  increased  the  IGTE 
(turnover  tax)  on  business  turnovers  by 
58  percent  while  maintaining  the 
previous  rate  for  the  export  ttuc  rebate. 
The  change  in  tax  incidence  has 
eliminated  the  overrebate;  therefore,  we 
will  lower  the  duty  deposit  rate  for  this 
program  to  zero  for  future  entries, 
pending  the  results  of  the  next  anniial 
administrative  review. 

(2)  Working  Capital  Loans 

The  Spanish  government  requires 
banks  to  set  aside  funds  to  provide 
short-term  (less  than  one  year’s 
duration)  operating  capit^  lotms.  These 
loans  are  made  at  an  8  percent  interest 
rate  which  is  1.5  percent  below  the 
commercially  available  rate  of  9.5 
percent  for  such  loans  in  1980.  The 
maximiun  loan  principal  available  to  a 
given  exporter  is  determined  as  a 
percentage  of  the  firm’s  previous  year’s 
exports  and  this  amount  may  be 
increased  by  10  percent  if  the  firm  has  a 
government-issued  Exporter’s  Card, 
which  Antibioticos,  S.A.  has. 
Antibioticos,  S.A.  reported  utilization  of 
this  program.  For  1980,  the  subsidy 
conferred  imder  this  program  is  equal  to 
0.39  percent  of  the  f.o.b.  invoice  price  of 
the  merchandise. 

Verification 

We  verified  the  submission  of  the 
Spanish  government  through  access  to 
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company  books  and  records.  Documents 
examined  included  cost  structure 
records,  production  and  export  records, 
and  company  Hnancial  statements. 

Preliminary  Results  of  the  Review 

As  a  result  of  our  review,  we 
preliminarily  determine  that  the  total  net 
subsidies  conferred  in  1980  under  the 
two  programs  cited  above  are  3.27 
percent  and  0.39  percent  ad  valorem 
respectively.  Accordingly,  the 
Department  intends  to  instruct  the 
Customs  Service  to  assess 
countervailing  duties  of  3.66  percent  of 
the  f.o.b.  invoice  price  on  shipments 
entered,  or  withdrawn  from  warehouse, 
for  consumption  from  January  1, 1980 
through  December  31, 1980. 

The  provisions  of  T.D.  79-211  and 
section  303(a)(5)  of  the  Tariff  Act  prior 
to  the  enactment  of  the  TAA,  apply  to 
all  entries  made  prior  to  January  1, 1980. 
Accordingly,  the  Customs  Service  shall 
assess  countervailing  duties  of  0.62 
percent  ad  valorem,  the  amoimt  set  forth 
in  T.D.  79-211,  oti  imliquidated  entries  of 
amoxicillin  trihydrate  and  its  salts 
which  were  entered,  or  withdrawn  from 
warehouse,  for  consumption  prior  to 
January  1, 1980. 

Due  to  the  change  in  the  Spanish  tax 
law  effective  January  1, 1981,  the  only 
subsidy  remaining  is  that  conferred 
under  the  operating  capital  loans 
program,  which  we  calculate  to  be  0.39 
percent,  which  is  de  minimis.  Therefore, 
the  Department  estimates  countervailing 
duties  to  be  zero  for  calendar  year  1981, 
and  intends  to  instruct  the  Customs 
Service  not  to  collect  a  cash  deposit  of 
estimated  countervailing  duties  on  any 
shipments  entered,  or  withdrawn  from 
warehouse,  for  consumption  on  or  after 
the  date  of  publication  of  the  final 
results  of  this  review.  This  waiver  of 
deposit  shall  remain  in  effect  until 
publication  of  the  final  results  of  the 
next  administrative  review. 

Pending  publication  of  the  final  results 
of  the  present  review,  the  existing 
deposit  of  estimated  duties,  at  the  0.62 
percent  ad  valorem  rate  set  forth  in  T,D. 
79-211,  shall  continue  to  be  required  on 
each  entry,  or  withdrawal  fi:om 
warehouse,  for  consumption  of  this 
merchandise,  and  liquidation  shall 
continue  to  be  suspended. 

Interested  parties  may  submit  written 
comments  on  these  preliminary  results 
on  or  before  December  28, 1981  and  may 
request  disclosure  and/or  a  hearing 
within  15  days  of  the  date  of 
publication.  Any  request  for  an 
administrative  protective  order  must  be 
made  within  5  days  fi-om  the  date  of 
publication.  The  Department  will 
publish  the  final  results  of  this 
administrative  review  including  the 


results  of  its  analysis  of  any  such 
comments  or  hearing. 

This  administrative  review  and  notice 
are  in  accordance  with  section  751(a)(1) 
of  the  Tariff  Act  (19  U.S.C.  1875(a)(1)) 
and  §  355.41  of  the  Commerce 
Regulations  (19  CFR  355.41). 

Melinda  L.  Cannen, 

Acting  Deputy  Assistant  Secretary  for  Import 
Administration. 

November  20, 1981. 

[FR  Doc.  81-34155  Filed  11-25-61: 8:45  am] 
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Ampiclllin  Trihydrate  and  its  Salta 
From  Spain;  Preliminary  Results  of 
Administrative  Review  of 
Countervailing  Duty  Order 

agency:  U.S.  Department  of  Commerce, 
International  Trade  Administration. 
action:  Notice  of  Preliminary  Results  of 
Administrative  Review  of 
Countervailing  Duty  Order. 

SUMMARY:  The  Department  of 
Commerce  has  conducted  an 
administrative  review  of  the 
countervailing  duty  order  on  ampicillin 
trihydrate  and  its  salts  from  Spain.  The 
review  covers  the  period  January  1, 1980 
through  December  31, 1980.  As  a  result 
of  this  review,  the  Department  has 
preliminarily  determined  to  Instruct  the 
Customs  Service  to  collect 
countervailing  duties  equal  to  calculated 
value  of  the  net  subsidy,  3.66  percent  of 
the  f.o.b.  invoice  price  of  the 
merchandise.  Interested  parties  are 
invited  to  comment  on  these  preliminary 
results. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Ms.  Claire  A.  Rickard,  Office  of 
Compliance,  Room  2802,  International 
Trade  Administration,  U.S.  Department 
of  Commerce.  Washington,  D.C.  20230 
(202-377-1487), 

SUPPLEMENTARY  INFORMATION: 
Procedural  Background 

On  March  22, 1979,  a  notice  of  “Final 
Countervailing  Duty  Determination"  on 
ampicillin  trihydrate  and  its  salts  from 
Spain,  T.D.  79-90,  was  published  in  the 
Federal  Re^ster  (44  FR  17484).  The 
notice  stated  that  the  Department  of  the 
Treasury  had  determined  that  the 
Government  of  Spain  had  given  bounties 
or  grants  on  the  manufacture, 
production  or  exportation  of  ampicillin 
trihydrate  and  its  salts,  within  the 
meaning  of  section  303  of  the  Tariff  Act 
of  1930  (19  U.S.C.  1303)  (“the  Tariff 
Act"). 

On  January  1. 1980,  the  provisions  of 
title  I  of  the  Trade  Agreements  Act  of 
1979  (“the  TAA")  became  effective.  On 


January  2, 1980,  the  authority  for 
administering  the  countervailing  duty 
law  was  transferred  fi'om  the 
Department  of  the  Treasury  to  the 
Department  of  Commerce  (“the 
Department").  The  Department 
published  in  the  Federal  Register  of  May 
13, 1980  (45  FR  32455)  a  notice  of  intent 
to  conduct  administrative  reviews  of  all 
outstanding  countervailing  duty  orders. 
As  required  by  section  751  of  the  Tariff 
Act,  the  Department  has  conducted  an 
administrative  review  of  the  order  on 
ampicillin  trihydrate  and  its  salts  from 
Spain. 

Scope  of  the  Review 

The  merchandise  covered  by  this 
review  is  ampicillin  trihydrate  and  its 
salts,  an  antibiotic  which  is  a  semi¬ 
synthetic  penicillin,  imported  directly  or 
indirectly  from  Spain.  These  imports  are 
currently  classified  under  item  number 
411.60  of  the  Tariff  Schedules  of  the 
United  States  (TSUS).  The  review 
covers  the  period  January  1, 1980 
through  December  31, 1980.  The 
Department  reviewed  the  two  progams 
which  had  been  found  countervailable 
in  this  and  other  investigations:  an 
overrebate  upon  exportation  of  indirect 
taxes  (the  Desgravacion  Fiscal  a  la 
Exportacion)  and  a  working  capital 
loans  program.  The  only  known  exporter 
of  this  merchandise  to  ihe  United  States 
is  Antibioticos,  S.A. 

Analysis  of  Programs 

(1)  Desgravacion  Fiscal  a  la 
Exportacion 

Spain  employs  a  cascading  tax 
system,  that  is,  a  turnover  tax  based 
upon  the  total  value  of  inputs  at  each 
transaction  level,  rather  Aan  upon  the 
value  added  at  each  level.  Under  this 
system,  the  indirect  taxes  paid  include 
both  taxes  levied  at  the  final  stage  of 
production  and  prior  stage  taxes 
incorporated  in  the  input  costs  of  raw 
materials,  energy,  and  services  used  in 
the  final  stage  of  production.  The 
Spanish  government  studied  the 
incidence  of  prior  stage  taxes  on  inputs 
in  various  sectors  of  the  economy  in 
order  to  determine  more  precisely  the 
cumulative  indirect  tax  incidence  on  the 
exported  product,  in  this  case,  ampicillin 
trihydrate  and  its  salts.  Then,  under  the 
Desgravacion  Fiscal  a  la  Exportacion 
program,  the  government  rebated  upon 
exportation  the  total  indirect  taxes 
calculated  to  be  borne  by  the  final 
product. 

Although  the  Spanish  government 
rebates  upon  exportation  all  indirect 
taxes  paid  under  the  cascading  tax 
system,  the  Tariff  Act  allows  Ae  rebate 
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of  only  the  following:  (1)  Taxes  borne  by 
inputs  which  are  physically 
incorporated  in  the  exported  product 
(see  Annex  1.1  of  part  355  of  the 
Commerce  Regulations]  and  (2]  indirect 
taxes  levied  at  the  final  stage.  If  the  tax 
rebate  upon  export  exceeds  the  total 
amount  of  allowable  indirect  taxes 
described  above,  the  Department 
considers  the  difference  to  be  an 
overrebate  of  indirect  taxes  and, 
therefore,  a  subsidy. 

Physical  incorporation  is  a  question  of 
fact  to  be  determined  for  each  product 
in  each  case.  In  this  case,  the  physically 
incorporated  inputs  are  raw  materials 
previously  allowed  by  the  Treasury 
Department.  Based  upon  our  review  of 
the  Spanish  government  study  of  tax 
incidence  and  upon  our  analysis  and 
allowance  of  physically  incorporated 
inputs  and  certain  parafiscal  taxes  on 
the  final  product,  we  determine  that  an 
overrebate  upon  export  of  indirect  taxes 
existed  in  1980  in  an  amoimt  equal  to 
3.31  percent  of  the  f.o.b.  invoice  price  of 
the  product. 

As  of  January  1, 1981,  the  Spanish 
government  increased  the  IGIE 
(turnover  tax)  on  business  turnovers  by 
58  percent,  while  maintaining  the 
previous  rate  for  the  export  tax  rebate. 
The  change  in  tax  incidence  has 
eliminated  the  overrebate;  therefore,  we 
will  lower  the  duty  deposit  rate  for  this 
rate  for  this  program  to  zero  for  future 
entries,  pending  the  results  of  the  next 
annual  administrative  review. 

(2)  Working  Capital  Loans 

The  Spanish  government  requires 
banks  to  set  aside  funds  to  provide 
short-term  (less  than  one  year’s 
duration]  operating  capital  loans.  These 
loans  are  made  at  an  8  percent  interest 
rate  which  is  1.5  percent  below  the 
commercially  available  rate  of  9.5 
percent  for  such  loans  in  1980.  The 
maximum  loan  principal  available  to  a 
given  exporter  is  determined  as  a 
percentage  of  the  firm’s  previous  year’s 
exports  and  this  amount  may  be 
increased  by  10  percent  if  the  firm  has  a 
government-issued  Exporter’s  Card, 
which  Antibioticos,  S.A.  has. 
Antibioticos,  S.A.  reported  utilization  of 
this  program  in  1980.  For  1980,  the 
subsidy  conferred  under  this  program  is 
equal  to  0.35  percent  of  the  f.o.b.  invoice 
price  of  the  merchandise. 

Verification 

We  verified  the  submission  of  the 
Spanish  government  through  access  to 
company  books  and  record.  Documents 
examined  included  cost  structure 
records,  production  and  export  records, 
and  company  financial  statements. 


Preliminary  Results  of  the  Review 

As  a  result  of  our  review,  we 
preliminarily  determine  that  the  total  net 
subsidies  conferred  in  1980  under  the 
two  programs  cited  above  are  3.31 
percent  and  0.35  percent  ad  valorem 
respectively.  Accordingly,  the 
Department  intends  to  instruct  the 
Customs  Service  to  assess 
countervailing  duties  of  3.66  percent  of 
the  f.o.b.  invoice  price  on  shipments 
entered,  or  withdrawn  fi-om  warehouse, 
for  consumption  from  January  1, 1980 
through  December  31, 1980. 

The  provisions  of  T.D.  79-90  and 
section  303(a](5]  of  the  Tariff  Act,  prior 
to  the  enactment  of  the  TAA,  apply  to 
all  entries  made  prior  to  January  1, 1980. 
Accordingly,  the  Customs  Service  shall 
assess  countervailing  duties  of  2.21 
percent  ad  valorem,  the  amount  set  forth 
in  T.D.  79-90,  on  all  unliquidated  entries 
of  ampicillin  trihydrate  and  its  salts 
which  were  entered,  or  withdrawn  firom 
warehouse,  for  consumption  prior  to 
January  1, 1980. 

Due  to  the  change  in  the  Spanish  tax 
law  effective  January  1, 1981,  the  only 
subsidy  remaining  is  that  conferred 
under  the  operating  capital  loans 
program,  which  we  calculate  to  be  0.35 
percent,  which  is  de  minimis.  Therefore, 
the  Department  estimates  countervailing 
duties  to  be  zero  for  calendar  year  1981, 
and  intends  to  instruct  the  Customs 
Service  not  to  collect  a  cash  deposit  of 
estimated  countervailing  duties  on  any 
shipments  entered,  or  withdrawn  from 
warehouse,  for  consumption  on  or  after 
the  date  of  publication  of  the  final 
results  of  this  review.  This  waiver  of 
deposit  shall  remain  in  effect  imtil 
publication  of  the  final  results  of  the 
next  administrative  review. 

Pending  publication  of  the  final  results 
of  the  present  review,  the  existing 
deposit  of  estimated  duties,  at  the  2.21 
percent  ad  valorem  rate  set  forth  in  T.D. 
79-90,  shall  continue  to  be  required  on 
each  entry,  or  withdrawal  from 
warehouse,  for  consumption  of  this 
merchandise,  and  liquidation  shall 
continue  to  be  suspended. 

Interested  parties  may  submit  written 
comments  on  these  preliminary  results 
on  or  before  December  28, 1981  and  may 
request  disclosure  and/or  a  heeiring 
within  15  days  of  the  date  of 
publication.  Any  request  for  an 
administrative  protective  order  must  be 
made  within  5  days  fix)m  the  date  of 
publication.  The  Department  will 
publish  the  final  results  of  this 
administrative  review  including  the 
results  of  its  analysis  of  any  such 
comments  or  hearing. 

This  administrative  review  and  notice 
are  in  accordance  with  section  751(a](l) 


of  the  Tariff  Act  (19  U.S.C  1675  (a](l]) 
and  §  355.41  of  the  Commerce 
Regulations  (19  CFR  355.41). 

November  20, 1981. 

Melinda  L.  Carmen, 

Acting  Deputy  Assistant  Secretary  for  Import 
Administration. 

|FR  Doc  81-34154  Filed  11-25-81*48  ani| 
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Unwrought  Zinc  From  Spain; 
Preliminary  Results  of  Administrative 
Review  of  Countervailing  Duty  Order 

agency:  Department  of  Commerce, 
International  Trade  Administration. 
action:  Notice  of  preliminary  results  of 
administrative  review  of  countervailing 
duty  order. 

summary:  The  Department  of 
Commerce  has  conducted  an 
administrative  review  of  the 
countervailing  duty  order  on  unwrought 
zinc  fiom  Spain.  The  review  covers  the 
period  January  1, 1980  through 
December  31, 1980.  As  a  result  of  this 
review,  the  Department  has 
preliminarily  determined  to  instruct  the 
Customs  Service  to  collect 
countervailing  duties  equal  to  the 
calculated  value  of  the  net  subsidy,  2.05 
percent  of  the  f.o.b.  invoice  price  of  the 
merchandise.  Interested  parties  are 
invited  to  comment  on  these  preliminary 
results. 

EFFECTIVE  DATE:  November  27, 1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Ms.  Claire  A.  Rickard,  Office  of 
Compliance,  Room  2802,  International 
Trade  Administration,  U.S.  Department 
of  Commerce,  Washington,  D.C.  20230 
(202-377-1487). 

SUPPLEMENTARY  INFORMATION: 
Procedural  Background 

On  April  8, 1977,  a  notice  of  “Final 
Countervailing  Duty  Determination”  on 
unwrought  zinc  from  Spain,  T  J).  77-103, 
was  published  in  the  Federal  Register 
(41 FR 18587).  The  notice  stated  that  the 
Department  of  the  Treasury  had 
determined  that  the  Covemment  of 
Spain  had  given  bounties  or  grants  on 
the  manufacture,  production  or 
exportation  of  unwrought  zinc,  within 
the  meaning  of  section  303  of  the  Tariff 
Act  of  1930  (19  U.S.C.  1303)  ( “the  Tariff 
Act”). 

On  January  1, 1980,  the  provisions  of 
title  I  of  the  Trade  Agreements  Act  of 
1979  (“die  TAA”)  became  effective.  On 
January  2, 1980,  die  authority  for 
administering  the  countervailing  duty 
law  was  tranrferred  fixim  the 
Department  of  the  Treasury  to  the 
Department  of  Commerce  (“die 
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Department").  The  Department 
published  in  the  Federal  Register  of  May 
13, 1980  (45  FR  32455)  a  notice  of  intent 
to  conduct  administrative  reviews  of  all 
outstanding  countervailing  duty  orders. 
As  required  by  section  751  of  the  Tariiff 
Act,  the  Department  has  conducted  an 
administrative  review  of  the  order  on 
unwrought  zinc  from  Spain. 

Scope  of  the  Review 

The  merchandise  covered  by  this 
review  is  unwrought  zinc,  other  than 
alloys  of  zinc,  imported  directly  or 
indirectly  from  Spain.  These  imports  are 
currently  classifiable  under  item  number 
626.02  of  the  Tariff  Schedules  of  the 
United  States  (TSUS).  The  review 
covers  the  period  January  1, 1980 
through  December  31, 1980.  The 
Department  reviewed  the  two  programs 
which  had  been  found  countervailable 
in  this  and  other  investigations;  an 
overrebate  upon  exportation  of  indirect 
taxes  (the  Desgravacion  Fiscal  a  la 
Exportacion)  and  a  working  capital 
loans  program.  The  only  two  known 
exporters  of  this  merchandise  to  the 
United  States  are  Asturiana  del  Zinc. 

S.A.  and  Espanola  del  Zinc,  S.A. 

Analysis  of  Programs 

(1)  Desgravacion  Fiscal  a  la 
Exportacion 

Spain  employs  a  cascading  tax 
system,  that  is,  a  turnover  tax  based 
upon  the  total  value  of  inputs  at  each 
transaction  level,  rather  Aan  upon  the 
value  added  at  each  level.  Under  this 
system,  the  indirect  taxes  paid  include 
both  taxes  levied  at  the  final  stage  of 
production  and  prior  stage  taxes 
incorporated  in  the  input  costs  of  raw 
materials,  energy  and  services  used  in 
the  final  stage  of  production.  The 
Spanish  government  studied  the 
incidence  of  prior  stage  taxes  on  inputs 
in  various  sectors  of  the  economy, 
including  the  zinc  industry,  in  order  to 
determine  more  precisely  fte  cumulative 
indirect  tax  incidence  on  the  exported 
product,  in  this  case,  unwrought  zinc. 
Then,  under  the  Desgravacion  Fiscal  a  la 
Exportacion  program,  the  government 
rebated  upon  exportation  the  total 
indirect  taxes  calculated  to  be  borne  by 
the  final  product. 

Althou^  the  Spanish  government 
rebates  upon  exportation  all  indirect 
taxes  paid  under  the  cascading  tax 
system,  the  Tarifi  Act  allows  Ae  rebate 
of  only  the  following:  (1)  taxes  borne  by 
inputs  which  are  physically 
incorporated  in  the  exported  product 
(see  Annex  1.1  of  part  355  of  the 
Commerce  Regulations)  and  (2)  indirect 
taxes  levied  at  die  final  stage.  If  the  tax 
rebate  upon  export  exceeds  the  total 


amount  of  allowable  indirect  taxes 
described  above,  the  Department 
considers  the  difference  to  be  an 
overrebate  of  indirect  taxes  and, 
therefore,  a  subsidy. 

Physical  incorporation  is  a  question  of 
fact  to  be  determined  for  each  product 
in  each  case.  In  this  case,  the  physcially 
incorported  inputs  are  raw  materials, 
including  certain  reactives  previously 
allowed  by  the  Treasury  Department 
and  the  theoretical  minimum  amount  of 
electricity  chemically  necessary  to  form 
the  number  of  metric  tons  of  unwrought 
zinc  produced  by  the  firms  and  certain 
parafiscal  taxes  on  the  final  product. 

The  Spanish  producers  use  an 
electrolytic  process  whereby  electricity 
is  passed  through  a  zinc  bath  in  order  to 
reduce  zinc  sulfate.  We  consider 
electricity  physically  incorporated  in  the 
final  product  because  the  zinc  atoms 
have  acquired  electrons  from  the 
electric  current  and  these  electrons 
remain  with  the  zinc  atoms  after  the 
zinc  separates  from  the  zinc  sulfate.  We 
believe  it  is  reasonable  to  allow  as 
physically  incorporated  this  amount  of 
electricity.  Based  upon  our  review  of  the 
Spanish  government  study  of  tax 
incidence  and  upon  our  analysis  and 
allowance  of  physically  incorporated 
inputs  and  certain  parafiscal  taxes  on 
the  final  product,  we  determine  that  an 
overrebate  upon  export  of  indirect  taxes 
existed  in  1980  in  an  amount  equal  to  1.6 
percent  of  the  f.o.b.  invoice  price  of  the 
product. 

As  of  January  1, 1981,  the  Spanish 
government  increased  the  IGIR 
(turnover  tax)  on  business  turnovers  by 
58  percent,  while  maintaining  the 
previous  rate  for  the  export  tax  rebate. 
The  change  in  tax  incidence  has 
eliminated  the  overrebate;  therefore,  we 
will  lower  the  duty  deposit  rate  for  this 
program  to  zero  for  future  entries, 
pending  the  results  of  the  next  annual 
administrative  review. 

(2)  Working  Capital  Loans 

The  Spanish  government  requires 
banks  to  set  aside  funds  to  provide 
short-term  (less  than  one  year’s 
duration)  operating  capital  loans.  These 
loans  are  made  at  an  8  percent  interest 
rate  which  is  1.5  percent  below  the 
commercially  available  rate  of  9.5 
percent  for  such  loans  in  1980.  The 
maximum  loan  principal  available  to  a 
given  exporter  is  determined  as  a 
percentage  of  the  firm’s  previous  year’s 
exports  and  this  amowt  may  be 
increased  by  10  percent  if  the  firm  has  a 
government-issued  Exporter’s  Card. 
Both  zinc  firms  have  such  cards.  For 
1980,  the  subsidy  conferred  under  this 
program  is  equal  to  0.45  percent  of  the 
f.o.b.  invoice  price  of  the  merchandise. 


Verification 

We  verified  the  submission  of  the 
Spanish  government  through  access  to 
company  books  and  records.  Documents 
examined  included  production  and 
export  records,  company  financial 
statements  and  cost  structure  records. 

Preliminary  Results  of  the  Review 

As  a  result  of  our  review,  we 
preliminarily  determine  that  the  total  net 
subsidies  conferred  in  1980  under  the 
two  programs  cited  above  are  1.6 
percent  and  0.45  percent  ad  valorem 
respectively.  Accordingly,  the 
Department  intends  to  instruct  the 
Customs  Service  to  assess 
countervailing  duties  of  2.05  percent  of 
the  f.o.b.  invoice  price  on  shipments 
entered,  or  withdrawn  from  warehouse, 
for  consumption  from  January  1, 1980 
through  December  31, 1980. 

The  provisions  of  T.D.  78-166  or  T.D. 
79-21  and  section  303(a)  (5)  of  the  Tariff 
Act,  prior  to  the  enactment  of  the  TAA, 
apply  to  all  entries  made  prior  to 
January  1, 1980.  Accordingly,  the 
Customs  Service  shall  assess 
countervailing  duties  on  unliquidated 
entries  of  unwrought  zinc  which  were 
entered,  or  withdrawn  from  warehouse, 
for  consumption  prior  to  January  1, 1980, 
at  the  applicable  rates  set  forth  in  T.D. 

78- 166  or  T.D.  79-21. 

Due  to  the  change  in  the  Spanish  tax 
law  effective  January  1, 1981,  the  only 
subsidy  remaining  is  that  conferred 
under  the  operating  capital  loans 
program,  which  we  calculate  to  be  0.45 
percent.  The  Department  considers  this 
to  be  de  minimis.  Therefore,  the 
Department  estimates  countervailing 
duties  to  be  zero  for  calendar  year  1981, 
and  intends  to  instruct  the  Customs 
Service  not  to  collect  a  cash  deposit  of 
estimated  countervailing  duties  on  any 
shipments  entered,  or  withdrawn  from 
warehouse,  for  consumption  on  or  after 
the  date  of  publication  of  the  final 
results  of  this  review.  This  deposit  rate 
shall  remain  in  effect  until  publication  of 
the  final  results  of  the  next 
administrative  review. 

Pending  publication  of  the  final  results 
of  the  present  review,  the  existing 
deposit  of  estimated  duties,  at  the  2.64 
percent  ad  valorem  rate  set  forth  in  T.D. 

79- 21,  shall  continue  to  be  required  on 
each  entry,  or  withdrawal  from 
warehouse,  for  consiunption  of  this 
merchandise,  and  liquidation  shall 
continue  to  be  suspended. 

Interested  parties  may  submit  written 
comments  on  these  preliminary  results 
on  or  before  December  28. 1981  and  may 
request  disclosure  and/or  a  hearing 
within  15  days  of  the  date  of 
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publication.  Any  request  for  an 
administrative  protective  order  must  be 
made  within  5  days  from  the  date  of 
publication.  The  Department  will 
publish  the  bnal  results  of  this 
administrative  review  including  the 
results  of  its  analysis  of  any  such 
comments  or  hearing. 

This  administrative  review  and  notice 
are  in  accordance  with  section  751  (a)  (1) 
of  the  Tariff  Act  (19  U.S.C.  1675  (a)  (l)j 
and  §  355.41  of  the  Commerce 
Regulations  (19  CFR  355.41). 

Melinda  L  Carmen, 

Acting  Deputy  Assistant  Secretary  for  Import 
Administration. 

November  20, 1981. 

|FR  Doc.  81-34153  Filed  11-25-81;  8:45  am] 

BILUNQ  CODE  3510-2S-M 


DEPARTMENT  OF  ENERGY 

Energy  Information  Administration 

Revision  of  Alternative  Fuel  Price 
Ceilings  and  Incremental  Price 
Threshold  for  High  Cost  Natural  Gas 

The  Energy  Information 
Administration  (EIA)  published  in  the 
November  20, 1981  Federal  Register  (46 
FR  57124]  on  behalf  of  the  Federal 
Energy  Regulatory  Commission  (FERC) 
alternative  fuel  price  ceilings  to  be 
effective  December  1, 1981.  Subsequent 
to  the  publication  of  these  price  ceilings, 
the  EIA  was  notified  by  a  respondent 
that  his  original  submission  was  in 
error.  This  error  resulted  in  the 
published  price  ceilings  for  five  States 
being  too  high.  Revised  price  ceilings  for 
these  Hve  States  have  been  calculated 
based  on  the  resubmitted  data,  and  are 
listed  below. 


■  Region  based  price  as  required  by  FERC  Interim  Rule 
issued  on  March  2, 1981,  in  Docket  No.  Rm  79-21. 


These  ceiling  prices  were  calculated 
according  to  the  methodology  described 
in  the  November  20, 1981  Federal 
Register  and  are  to  be  effective 
December  1, 1981.  For  further 
information  contact:  Leroy  Brown  Jr., 
Energy  Information  Administration, 
Federal  Building,  Room  4121, 
Washington,  D.C.  20461,  (202)  633-9710. 


Issued  in  Washington,  D.C.,  November  24, 
1981. 

Albert  H.  Linden  fr^ 

Deputy  A  dministrator,  Energy  Information 
Administration. 

(FR  Doc.  81-34281  Filed  11-25-81;  9:28  am] 

BILUNQ  CODE  64S0-01-M 


ENVIRONMENTAL  PROTECTION 
AGENCY 

(ER-FRL-1994-8] 

Availability  of  Environmental  Impact 
Statements 

Responsible  Agency:  USEPA,  Office 
of  Federal  Activities. 

Information  Contact:  Ms.  Kathi 
Wilson  (202)  245-3006. 

EISs  Filed:  November  16-20, 1981. 

Comment  Due  Dates:  Drafts — ^January 
11, 1982.  Finals — December  28, 1981. 

Corps  of  Engineers  (COE):Draft 
Supplement — ^Tennessee-Tombigee 
Waterway,  Alabama  and  Mississippi; 
Extended  Review  1/14/82  (EPA  EIS 
#810945). 

COE:Report — ^Pamlico  Sound  and 
Beaufort  Harbor,  Carteret  County,  North 
Carolina  (EPA  EIS  #810947). 

COE:Final — ^Big  and  little  Sallisaw 
Creeks  Navigation  Project,  Sequoyah 
County,  Oklahoma  (EPA  EIS  #810949). 

DOLBureau  of  Land 
Management:Final — ^1982  OCS  Oil  and 
Gas  Lease  Sale  No.  68,  Pacific  Ocean 
and  California  (EPA  EIS  #810951). 

DOT:Federal  Highway  Administration 
(FHWA):Draft — ^NJ-24  Freeway 
Completion,  Morris  County,  New  Jersey 
(EPA  EIS  #810944). 

DOT:FHWA:Final — 1-579/ Crosstown 
Boulevard  Construction,  Allegheny 
County,  Pennsylvania  (^A  EIS 
#810942). 

DOT:FHWA:Final — State  College 
Bypass  System/US  322  Construction, 
Centre  County,  Pennsylvania  (EPA  EIS 
#810943). 

DOT:FHWA:Final— I-«90/Uke 
Onondaga  West  Shore  Development 
Northwest  Arterial  Connection, 
Onondaga  County,  New  York  (EPA  EIS 
#810950). 

Department  of  Housing  and  Urban 
Development  (HUD):Draft — Crestview 
Estates  Housing  Development,  Campbell 
County,  Wyoming  (EPA  EIS  #810946). 

HUD:104H:Final — Federal  Office 
Building  Site  Acquisition,  CDBG,  Boston, 
Suffolk  County,  Massachusetts:  Notice 
of  Adoption — HUD  officially  adopts  the 
GSA  final  EIS  (#800508)-30  day  review 
period  terminates  on  December  16, 1981 
(EPA  EIS  #810938). 

HUD:104H:Draft — City  of  Yonkers 
Waterfront  Development,  UDAG, 


Westchester  County,  New  Yoric  (EPA 
EIS  #810953). 

HUD:FinaI — ^Applewood  Village, 
Mortgage  Insurance,  Lehigh  County, 
Pennsylvania  (EPA  EIS  #810952). 

USDA:Forest  Service  (FS):Draft — 
Washaki  Wilderness  Oil  and  Gas 
Exploration  and  Leasing,  Shoshone 
National  Forest,  Hot  Springs,  Fremont 
and  Park  Counties,  Wyoming;  Extended 
Review  1/22/81  (EPA  EIS  #810939). 

USDA:FS:Draft — Nebraska  National 
Forest  Land  and  Resource  Management 
Plan,  Nebraska  and  South  Dakota; 
Extended  Review  2/12/82  (EPA  EIS 
#810941). 

USDA:Soil  Conservation 
Service:Final — ^Elm  Creek-Watershed, 
Runnels  and  Taylor  Counties,  Texas 
(EPA  EIS  #810948). 

Veterans  Administration:Draft 
Supplement — San  Francisco  Medical 
Center  Nursing  Home  Care  Unit  and 
Parking  Structme,  San  Francisco 
County,  California  (EPA  EIS  #810940). 

Dated:  November  24, 1981. 

Paul  C  Cahill 

Director.  Office  of  Federal  Activities. 

|FR  Doc.  81-34134  Filed  11-2S-81;  8:45  am] 

BILUNQ  CODE  6560-37-M 


FEDERAL  EMERGENCY 
MANAGEMENT  AGENCY 

(Docket  Na  FEMA-REP-4-SC-2] 

The  South  Carolina  Radiological 
Emergency  Response  Plan  For  the  V. 
C.  Summer  Nuclear  Power  Plant 

agency:  Federal  Emergency 
Management  Agency. 

ACTION:  Certification  of  Federal 
Emergency  Management  Agency 
findii^s  and  determination. 

In  accordance  with  FEMA  Rule  44 
CFR  350  (proposed),  on  June  4, 1980,  the 
State  of  South  Carolina  submitted  its 
emergency  response  plans  relating  to 
the  V.  C.  Summer  Nuclear  Power  Plant 
to  the  Regional  Director  who  forwarded 
his  evaluations  to  the  Acting  Associate 
Director  of  State  and  Local  Programs 
and  Support,  in  accordance  with 
§  350.11  of  the  proposed  rule.  The 
evaluations  considered  the  contiguous 
State  and  local  plans  involved  in  the  10- 
and  50-mile  emergency  planning  zones 
(EPZs),  a  critique  of  the  exercise 
conducted  on  May  1, 1981,  in 
accordance  with  §  350.9,  and  a  report  of 
the  public  meeting  held  on  April  30, 
1981,  to  discuss  the  site  specific  aspects 
of  the  State  and  local  plans  in 
accordance  with  §  350.10  of  the 
proposed  rule. 
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Based  on  a  review  of  the  Region’s 
evaluation  by  FEMA  Headquarters,  the 
Acting  Associate  Director  finds  and 
determines  that  subject  to«the  condition 
stated  below  the  State  plans  and 
preparedness  including  local  plans  and 
preparedness  for  the  V.  C.  Summer  plant 
are  adequate  to  protect  the  health  and 
safety  of  the  public  living  in  the  vicinity 
of  the  plant.  There  is  reasonable 
assurance  that  appropriate  protective 
measures  can  and  will  be  taken  offsite 
in  the  event  of  a  radiological  emergency. 
The  condition  for  the  above  approval  is 
that  prior  to  full  power  operation  the 
public  alerting  and  notification  system 
must  meet  FE^/Nuclear  Regulatory 
Commission  (NRC)  joint  criteria  as 
stated  in  NUREG-0654/FEMA-REP-1. 
Rev.  1.  These  findings  and 
determination  have  been  communicated 
to  the  NRC  and  to  the  Governor  of  South 
Carolina. 

FEMA  will  continue  to  review  the 
status  of  preparedness  of  the  State  and 
its  local  jurisdictions  associated  with 
the  Summer  plant  in  accordance  with 
§  350.13  of  the  proposed  rule. 

For  further  details  with  respect  to  the 
action,  refer  to  Docket  File  FEMA-REP- 
4-SC-2  for  Summer  maintained  by  the 
FEMA  Regional  Director  at  1375 
Peachtree  Street,  NE,  Atlanta,  Georgia 
30309. 

Dated:  November  13, 1981. 

For  the  Federal  Emergency  Management 
Agency. 

|oho  E.  Dickey, 

Acting  Associate  Director,  State  and  Local 
Programs  and  Support 

(FR  Doa  81-334S7  PtM  11-25-81;  845  am] 

BHUNQ  CODE  S71S-01-M 


DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Office  of  Envfronment  and  Energy 
[Docket  No.  NI-86] 

Intended  Environmental  Impact 
Statement;  Highland  Springe  Village  II, 
Riverside  County  (Near  City  of 
Beaumont),  Califomla 

The  Department  of  Housing  and 
Urban  Development  gives  notice  than  an 
Environmental  Impact  Statement  (EIS)  is 
intended  to  be  prepared  for  the 
following  project  under  HUD  programs 
as  described  in  the  appendix  to  this 
Notice:  Highland  Springs  Village  n. 
County  of  Riverside,  C^omia.  This 
Notice  is  required  by  the  Coimcil  on 
Environmental  QuaUty  under  its  rules 
(40  CFR  Part  1500). 

Interested  indiidduals,  governmental 
agencies,  and  private  organizations  are 
invited  4o  submit  information  and 


comments  concerning  the  project  to  the 
specific  person  or  address  indicated  in 
the  appropriate  part  of  the  appendix. 

Particularly  solicited  is  information  on 
reports  or  other  environmental  studies 
planned  or  completed  in  the  project 
area,  issues  and  data  which  the  EIS 
should  consider,  recommended 
mitigating  measures  and  alternatives, 
and  major  issues  associated  with  the 
proposed  project.  Federal  agencies 
having  jurisdiction  by  law,  special 
expertise  or  other  special  interests 
should  report  their  interests  and  indicate 
their  readiness  to  aid  the  EIS  effort  as  a 
“cooperating  agency." 

Each  Notice  shall  be  effective  for  one 
year.  If  one  year  after  the  publication  of 
a  Notice  in  &e  Federal  Re^ster  a  Draft 
EIS  has  not  been  filed  on  a  project,  then 
the  Notice  for  that  project  shall  be 
cancelled.  If  a  Draft  EIS  is  expected 
more  than  one  year  after  the  publication 
of  the  Notice  in  the  Federal  Reg^ter, 
then  a  new  and  updated  Notice  of  Intent 
will  be  published. 

Issued  at  Washington,  D.C.,  November  16, 
,1981. 

Richard  R  Broun, 

Acting  Director,  Office  of  Environment  and 
Energy. 

Appendix — EIS  on  the  Hl^iland  Springs 
Village  n.  Riverside  County  (Near  City 
of  Beaumont),  California 

The  Department  of  Housing  and 
Urban  Development  (HUD),  Los 
Angeles,  California  Area  Office  intends 
to  prepare  an  EIS  on  the  project 
described  below.  The  Department 
hereby  solicits  comments  and 
information  for  consideration  in  the  EIS. 

Description:  Hie  Highland  Springs 
Village  n  housing  development  is  a 
proposed  land  development  by  the 
Ramos-)ensen  Co.  of  188  acres  and  521 
manufactured  homes.  An  additional  481 
such  homes  may  be  constructed  on  an 
adjacent  area  of  100  acres.  The 
proposed  development  includes  open 
space  and  recreational  uses.  HUD's 
participation  is  under  Title  X  of  the 
Housing  and  Community  Develoinnent 
Act,  mortgage  insurance. 

The  project  is  located  northeast  of  the 
City  of  Beaumont,  CaUfomia,  within  3 
miles.  The  boundaries  of  the  project  are 
Brookside  Avenue  on  the  south. 
Bellflower  Road  on  the  west.  High  Street 
and  Grand  Avenue  extended  on  the 
north,  and  Hillside  Place  on  the  west. 

Need:  An  EIS  is  proposed  due  to  HUD 
threshold  requirements  in  accordance 
with  housing  program  environmental 
regulations  and  probably  impact  on: 
topography,  soils,  water  resources, 
vegetation,  archeological  sites, 
endangered  species,  public  services  and 
utilities,  and  toaffic  volumes. 


Alternatives:  At  this  time,  the  HUD 
alternatives  are:  accept  the  proposed 
development  as  submitted,  accept  the 
proposed  development  with 
modifications,  or  reject  the  proposed 
development. 

Scoping:  HUD  will  hold  a  scoping 
meeting  open  to  all  persons,  groups, 
organizations.  Federal,  State  and  local 
agencies.  HUD  wishes  to  identify  all 
significant  issues.  The  meeting  will  be 
held  in  the  Council  Chambers  of  City 
Hall  in  Beaumont,  California  on 
December  7, 1981  at  2:30  p.m.  For  further  , 
information,  please  contact  William 
Shortall,  Environmental  Protection 
Specialist  of  the  HUD  Los  Angeles  Area 
Office.  His  telephone  number  is  213- 
688-5899. 

Comments:  Comments  and  questions 
regarding  this  proposal  should  be  sent 
on  or  before  December  24, 1981  to  John  J. 
Tuite,  Area  Manager,  Attn:  William 
Shortedl,  Environmental  Protection 
Specialist,  Department  of  Housing  and 
Urban  Development,  Los  Angeles  Area 
Office,  2500  Wilshire  Boulevard,  Los 
Angeles,  California  90037.  The  Area 
Office  phone  number  is  213-688-5974. 

[FR  Doa  81-34168  Filed  11-25-81: 845  am] 

BUXINQ  CODE  4210-01-M 


[Docket  NaNI-851 

Intended  Environmental  Impact 
Statement;  MINender  Center  Prp||ect 

The  Department  of  Housing  and 
Urban  Development  gives  notice  that  an 
Environmental  Impact  Statement  (EIS)  is 
intended  to  be  prepared  by  the  City  of 
Detroit,  Michigan,  for  the  following 
project  under  HUD  programs  as 
described  in  the  appendix  to  this  Notice: 
Millender  Center  Project.  This  Notice  is 
required  by  the  Council  on 
Environmental  Quality  under  its  rules 
(40  CFR  1500).  ^ 

Interested  individuals,  governmental 
agencies,  and  private  organizations  are 
invited  to  submit  information  and 
comments  concerning  the  project  to  the 
specific  person  or  address  indicated  in 
the  appropriate  part  of  the  appendix. 

Particularly  solicited  is  information  on 
reports  or  other  environmental  studies 
planned  or  completed  in  the  project 
area,  issues  and  data  which  the  EIS 
should  consider,  recommended 
mitigating  measures  and  alternatives, 
and  major  issues  associated  with  the 
proposed  project.  Federal  agencies  ^ 
having  jurisdiction  by  law,  special 
expertise  or  other  special  interests 
should  report  their  interests  and  indicate 
their  readiness  to  aid  the  EIS  effort  as  a 
“cooperating  agency." 
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Each  Notice  shall  be  effective  for  one 
year.  If  one  year  after  the  publication  of 
a  Notice  in  the  Federal  Register  a  Draft 
EIS  has  not  been  bled  on  a  project,  then 
the  Notice  for  that  project  shall  be 
cancelled.  If  a  Draft  EIS  is  expected 
more  than  one  year  after  the  publication 
of  the  Notice  in  the  Federal  Register, 
then  a  new  and  updated  Notice  of  Intent 
will  be  published. 

Issued  at  Washingon,  D.C.,  November  19, 
1981. 

Richard  N.  Broun, 

Director,  Office  of  Environment  and  Energy. 

Appendix — EIS  on  the  Millender  Center 
Project 

The  City  of  Detroit,  Michigan  intends 
to  prepare  an  Environmental  Impact 
Statement  on  the  project  described 
below  and  solicits  information  and 
comments  for  consideration  in  the  EIS. 

Description:  The  proposed  project, 
known  as  the  Millender  Center,  is  a 
multi-use  structure  to  consist  of  a  2,000 
car  parking  garage,  a  315  unit  apartment 
tower,  a  250  room  hotel,  and 
approximately  40,000  square  feet  of 
commercial  space.  The  project  will  be 
located  in  Downtown  Detroit,  Michigan 
in  the  area  bounded  on  the  north  by  East 
Congress  Street,  on  the  east  by  Brush 
Street,  on  the  south  by  East  Jefferson 
and  on  the  west  by  Randolph  Street.  The 
estimated  cost  of  the  project  is 
$72,600,000.  The  project  may 
additionally  include  a  Downtown  People 
Mover  Station  and  skyway  links  to  the 
Renaissance  Center  and  the  City-County 
Building.  The  proposed  project  may  be 
assisted  under  the  following  Federal 
Programs:  Department  of  Housing  and 
Urban  Development’s  Community 
Development  Block  Grant  and/or  Urban 
Development  Action  Grant  and 
Department  of  Transportation’s  UMTA 
and  FAUS  programs. 

Need:  The  City  of  Detroit  determined 
to  prepare  an  EIS  due  to  the  large-scale 
nature  of  the  project  in  a  dense  urban 
setting  and  the  possible  impact  on  traffic 
and  air  quality  due  to  the  large  parking 
garage. 

Alternatives:  Alternatives  to  be 
considered  are:  Accept  project  as 
proposed;  parking  garage  only;  accept 
project  minus  parking  garage;,  and  no 
project. 

Scoping:  The  City  of  Detroit  plans  to 
hold  a  scoping  meeting  with  concerned 
Federal  agencies,  service  organizations 
and  other  interested  persons.  Responses 
to  this  Notice  will  be  used  to  help 
determine  signibcant  environmental 
issues,  identify  data  which  should  be 
used  in  the  EIS,  and  identify  agencies, 
groups,  and  individuals  that  will 
participate  in  the  EIS  process.  The 


scoping  meeting  will  be  held:  10:00  a.m., 
December  21, 1981,  City  of  Detroit 
Planning  Department,  3400  Cadillac 
Tower  Building,  Detroit,  Michigan  48226. 

Comments:  Comments  should  be  sent 
prior  to  the  scoping  meeting  to:  Thomas 
P.  Andrews,  City  of  Detroit  Planning 
Department,  3400  Cadillac  Tower 
Building,  Detroit,  Michigan  48226  (or  call 
313/224-3468). 

[FR  Doc  81-34167  FUed  11-25-81;  8:45  am] 

BILUNG  CODE  421IH>1-M 


Office  of  the  Secretary 

[Docket  No.  N-81-1101] 

Membership  of  the  Performance 
Review  Board 

agency:  Office  of  the  Secretary,  (HUD). 
action:  Notice. 

summary:  The  Department  of  Housing 
and  Urban  Development  announces  the 
names  of  individuals  selected  to  serve 
on  the  Departmental  Performance 
Review  Boetrd  established  under  the 
Civil  Service  Reform  Act  of  1978. 

The  function  of  the  Performance 
Review  Board  is  to  review  initial  senior 
executive  ratings  and  appraisals  and  to 
make  recommendations  to  respective 
appointing  authority  concerning 
performance  ratings  and  performance 
awards  of  senior  executives  in  the 
Department. 

ADDRESSES:  The  names,  titles,  and 
addresses  of  the  individuals  appointed 
to  serve  on  HDD’s  Performance  Review 
Board  and  alternates  are: 

1.  S.  Leigh  Curry,  Deputy  General 
Counsel  (Operations),  Office  of  the 
General  Counsel,  Department  of 
Housing  and  Urban  Development, 
Washington,  D.C.  20410 

2.  George  O.  Hipps,  Jr.,  Associate 
General  Deputy  Assistant  Secretary  for 
Housing,  Office  of  Housing,  Department 
of  Housing  and  Urban  Development, 
Washington,  D.C.  20410 

3.  Daniel  M.  Hughes,  Deputy  Under 
Secretary  for  Field  Coordination,  Office 
of  the  Secretary,  Department  of  Housing 
and  Urban  Development,  Washington, 
D.C.  20410 

4.  Roosevelt  Jones,  Director,  Office  of 
Field  Operations  and  Monitoring,  Office 
of  Community  Planning  and 
Development,  Department  of  Housing 
and  Urban  Development,  Washington, 
D.C.  20410 

5.  Albert  J.  Kliman,  Director,  Office  of 
Budget,  Office  of  Administration, 
Department  of  Housing  and  Urban 
Development,  Washington  D.C.  20410 

6.  R.  Carter  Sanders,  Associate 
General  Deputy  Assistant  Secretary  for 
Housing  and  Field  Coordination,  Office 


of  Housing,  Department  of  Housing  and 
Urban  Development,  Washington,  D.C 
20410 

7.  Judith  L  Tardy.  Chairperson, 
Assistant  Secretary  for  Aihninistration, 
Office  of  Administration,  Department  of 
Housing  and  Urban  Development, 
Washii^ton,  D.C.  20410 

8.  Harold  G.  Thompson,  Alternate, 
Deputy  Regional  Administrator,  Region 
I,  Department  of  Housing  and  Urban 
Development,  Boston,  Massachusetts 
02203 

9.  C.  Everett  Wallace,  Alternate, 
General  Deputy  Assistant  Secretary, 
Office  of  Fair  Housing  and  Equal 
Opportunity,  Department  of  Housing 
and  Urban  Development,  Washington, 
D.C.  20410 

FOR  FURTHER  INFORMATION  CONTACT: 

Persons  desiring  any  further  information 
about  the  Performance  Review  ^ard 
and  its  members  may  contact  Robert  F. 
Fagin,  Acting  Director  of  Personnel, 
Department  of  Housing  and  Urban 
Development,  Washingon,  D.C.,  20410, 
telephone  (202)  755-5500. 

Issued  at  Washington,  D.C.,  November  16, 
1981. 

Samuel  R.  Pierce,  Jr., 

Secretary,  Department  of  Housing  and  Urban 
Development 

(FR  Doc  81-34188  Filed  11-25-81;  8;45  am] 

BILUNQ  CODE  4210-01-M 


NATIONAL  TRANSPORTATION 
SAFETY  BOARD 

Reports,  Recommendations, 
Responses;  Availability 

Aircraft  Accident  Report:  Northeast  Jet 
Company.  Gates  Learjet  25D,  N125NE,  Gulf 
of  Mexico.  May  19. 1980  (NTSB-AARSl-lS). 
— ^Related  recommendation  A-81-103  to 
National  Oceanic  and  Atmospheric 
Administration,  Sept  24:  teclmiques  to 
improve  clear  air  turbulence  forecasts. 

Special  Investigation  Report  Aircraft 
Separation  Incidents  at  Hartsfield  Atlanta 
International  Airport  Atlanta,  Ga.,  Oct  7, 
1980  (NTSBSm-81-6).—Re\aXeA 
recommendations  A-81-132  through  -138  to 
Federal  Aviation  Administration,  Oct.  6: 
radar  training  and  testing,  simulation  at 
terminal  facilities;  periodic  demonstration  of 
controllers’  probciency,  aircraft  simulators; 
low  altitude/conflict  alert  at  ARTS  HI 
facilities,  audio,  visual;  altitude  separation 
until  longitudinal  separation  is  assured; 
sectors’  control  positions  to  optimize  space 
utilization  for  dhect  communication; 
playback  capability  of  automated  radar 
display  for  training. 

Aircraft  Accident  Reports:  Brief  Format 
U.S.  Civil  Aviation,  Issue  No.  10, 1980 
Accidents  (NTSB-BA-81-11). 
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Recommendation  Responses  from — 

Association  of  American  Railroads,  Oct. 

30,  re  1-81-7;  humpyard  procedures  for  tank 
cars  loaded  with  hazardous  materials. 

Brotherhood  Locomotive  Engineers,  Nov. 
3,  re  H-81-80:  railroad/highway  grade 
crossing  accidents,  Operation  Lifesaver. 

Illinois  Central  Gulf  Railroad,  Nov.  3,  re  R- 
81-77  and -78,  H-81-32;  on-scene  emergency 
service  operation;  enforcement  company 
operating  rules,  blocking  railroad/highway 
grade  crossings  beyond  established  time 
limits;  implementation  Operation  Lifesaver 
program,  grade-crossing  safety. 

Urban  Mass  Transportation 
Administration,  Nov.  5,  re  R-71-18,  R-74-r20 
and-21,  R-79-54.  R-79-62  and -63,  R-80-i8: 
separation  of  passengers  from  tracks, 
underground,  above-grade  stations; 
crashworthiness  of  rail  rapid  transit  cars; 
design  requirements,  procedures  for 
operato^  escape  during  impending  crashes: 
fire  safety  standards:  modifrcation  car 
uncoupling  circuitry,  evacuation  of 
passengers;  adequacy  mutual  emergency 
notification  procedures. 

Note,— Single  copies  of  reports, 
recommendation  letters  and  responses  are 
free  on  written  request,  identified  by 
recommendation  or  report  number,  to;  Public 
Inquiries  Section,  National  Transportation 
Safety  Board,  Washington,  D.C.  20594. 
(Multiple  copies  of  reports  are  available  from 
National  Technical  Information  Service  U.S. 
Department  of  Commerce,  Springfield,  Va. 
22161) 

Maigarat  L.  Fisher, 

Federal  Register  Liaison  Officer. 

November  20, 1981. 

(FR  Doc.  81-33994  Filed  11-25-Bl;  ft45  am] 

«LUNQ  CODE  4910-58-M 


EXECUTIVE  OFFICE  OF  THE 
PRESIDENT 

The  President’s  Economic  Policy 
Advisory  Board 

November  23, 1981. 

The  President's  Economic  Policy 
Advisory  Board  will  meet  on  December 
10, 1981  at  the  White  House, 
Washington,  D.C.  from  10:00  a.m.  to  3:30 
p.m.  The  purpose  of  the  meeting  is  to 
review  and  discuss: 

1)  Revised  economic  forecasts 

2)  United  States-Canada  economic 
relations 

3)  Monetary  policy 

All  agenda  items  concern  matters 
listed  in  Section  552b(c)  of  Title  5, 
United  States  Code,  specifically 
subparagraphs  (1),  (4),  (8)  and  (9) 
thereof,  and  will  be  closed  to  the  public. 


For  further  information,  please  contact 
the  Office  of  Policy  Development,  the 
White  House,  at  (202)  456-6515. 

Martin  Anderson, 

Assistant  to  the  President  for  Policy 
Development. 

|FR  Doc.  34172  Filed  Il-ZS-Sl;  8»45  am] 

BILUNQ  CODE  S11S-01-M 


SMALL  BUSINESS  ADMINISTRATION 

[SBLCNO.05/B-0011] 

Associates  Commercial  Corporation  of 
Delaware;  Issuance  of  Small  Business 
Lending  Company  Participation 
Certificate 

On  October  8. 1980,  a  Notice  was 
published  in  the  Fedwal  Register  [45  FR 
66939)  stating  that  an  Application  had 
been  filed  widi  the  Small  Business 
Administration  pursuant  to  §  120.4(b)  of 
the  Regulations  governing  Small 
Business  Lending  Companies  (13  CFR 
120.4(b))  by  Associates  Commercial 
Corporation  of  Delaware,  55  East 
Monroe  Street  Chicago.  Illinois  60603. 

Interested  parties  were  given  until  the 
close  of  business  on  October  23. 1980,  to 
submit  their  comments  on  the  Applicant 
and/or  its  management.  Only  two 
comments  were  received  and  they  were 
reviewed  ai\d  considered. 

Notice  is  hereby  given  that  after 
review  of  the  Application  and  all  other 
pertinent  information,  SBA  issued  Small 
Business  Lending  Company 
Participation  Certificate  No.  SBLC-05/ 
B-0011  to  Associates  Commercial 
Corporation  of  Delaware  to  operate  as 
an  SBLC,  on  this  date. 

Dated:  November  19, 1981. 

(Catalog  of  Federal  Domestic  Programs  No. 
59.012,  Small  Business  Loans)  ^ 

Michael  Cardenas, 

Administrator. 

(FR  Doa  Sl-34170  Filed  11-28-81: 8:46  am] 

BHUNQ  CODE  802S-01-M 


DEPARTMENT  OF  TRANSPORTATION 

Federal  Aviation  Administration 

(Docket  No.  81-ASW-7AC] 

Mitsubishi  Model  MU-300  Aircraft; 
Certification  and  Availability  of 
Documents 

The  formal  type  certification  process 
of  the  Mitsubishi  Aircraft  International, 
Inc.,  Model  MU-300  has  been 
completed.  Airplane  Type  Certificate 
No.  A14SW  has  been  issued  for  the 
Model  MU-300. 

The  Director  of  the  FAA  Southwest 
Region  has  conducted  a  review  of  the 


issues  involved  in  the  Model  MU-300 
t3rpe  certification  program  and  the 
findings  of  the  FAA  certification  team. 
He  has  also  reviewed  and  discussed 
with  his  staff  a  document  entitled 
“Decision  Basis  for  Type  Certification  of 
the  Mitsubishi  Model  MU-300 
Airplane.”  Based  on  this  review,  the 
Director  approved  the  issuance  of  type 
Certificate  No.  A14SW  for  the  Model 
MU-300. 

A  copy  of  the  “Decision  Basis  for 
T3^e  Certification  of  the  Mitsubishi 
Model  MU-300  Airplane”  is  on  file  in 
the  FAA  Rules  Docket.  The  bulk  of  the 
“Decision  Basis”  reviews  the  purpose, 
structure,  conduct,  and  significant 
highlights  of  the  certification  program 
wherein  the  manufacturer  demonstrated 
compliance  with  the  certification  basis 
for  the  Model  MU-300.  It  provides-a 
brief  overview  of  the  type  inspection 
test  results  and  a  compliance  checklist 
showing  the  means  of  compliance  with 
each  paragraph  of  the  cert^cation 
basis.  Other  appendixes  and 
attachments  pertaining  to  the  Model 
MU-300  typie  certification  program  are 
also  included  in  the  document  The 
document  is  available  for  examination 
and  copying  at  the  Rules  Docket  and 
may  be  obtained  from  the  Office  of  the 
Regional  Director,  FAA  Southwest 
Region,  P.O.  Box  1689,  Fort  Worth. 
Texas  76101. 

Issued  in  Fort  Worth.  Texas  on  November 
la  1981. 

C.  R.  Melu^  |r.. 

Director,  Southwest  Region. 

(FR  Doc.  81-33830  FUad  11-26-81;  8)46  am) 

BILUNO  CODE  4S10-18-M 


[AC  No.  21-ZZl 

Advisory  Circular  for  Carriage  of 
Cargo  In  Restricted  Category  Aircraft 
and  Other  Special  Purpose  Operations 

agency:  Federal  Aviation 
Administration  (FAA).  DOT. 

ACnON:  Draft  advisory  circular  (AC) 
and  request  for  comments. 

SUMMARY:  This  proposed  AC  is  to  notify 
the  public  that  die  carriage  of  cargo  in 
restricted  category  aircraft  is  considered 
a  special  purpose  operation,  and 
provides  procedures  for  designating 
other  special  purpose  operations  under 
Federal  Aviation  Regulation  (FAR) 

§  21.25(b)(7). 

date:  Comments  must  identify  the  AC 
No.  21-ZZ  and  be  received  on  or  before 
February  1,.  1982. 

ADDRESS:  Send  all  comments  on  the 
draft  AC  to:  Federal  Aviation 
Administration.  Attention:  Aircraft 
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Manufacturing  Division  (AWS-200),  800 
Independence  Avenue,  SW. 

Washington,  D.C.  20591. 

FOR  FURTHER  INFORMATION  CONTACT: 
George  }.  Pour,  Chief,  Aircraft 
Manufactiuing  Division,  Office  of 
Airworthiness,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  D.C.  20591, 
Telephone  (202)  426-8361. 

Comments  received  on  the  draft  AC 
may  be  inspected  in  Room  313,  FAA 
Headquarters  Building  (FOB-lOA),  800 
Independence  Avenue,  SW., 

Washington,  D.C.  20591,  between  the 
hours  of  8:30  and  5:00  p.m. 

SUPPLEMENTAL  INFORMATION 
Comments  Invited 

Comments  are  invited  from  all 
interested  persons  on  the  proposed 
designation  of  special  purpose 
operation,  as  well  as  the  use  of  the  FAA 
AC  System  and  publication  in  the 
Federal  Register  or  any  future  proposed 
restricted  category  special  purpose. 

Discussion  of  Draft  Advisory  Circular 

Federal  Aviation  Regulations  (FAR) 
Part  21,  §  21.25  provides  for  issuance  of 
type  certificates  approving  specific 
special  purpose  operations  for  aircraft  in 
the  restricted  category.  Such  type 
certificates  are  prerequiste  to  issuance 
of  restricted  airworthiness  certificates 
that  allow  the  speded  purpose 
opei'ations.  Examples  of  spedal  purpose 
operations  for  which  restricted  category 
type  and  airworthiness  certificates  may 
issued  are  listed  in  FAR 
§§  21.25(b)(1)  through  21.25(b)(6). 
Authority  to  specifiy  any  other  special 
purpose  operation  is  reserved  by  the 
FAA  Administrator  in  FAR  §  21.25(b)(7). 

In  the  past,  applications  for 
establishment  of  new  special  purpose 
operations  under  FAR  §  21.25(b)(7)  were 
evaluated  administratively  on  a  case  by 
'  case  basis  without  public  notice.  To  give 
an  opportunity  for  comment  by 
interested  persons,  this  draft  AC  is  the 
first  to  publicly  propose  designation  of  a 
special  purpose  operation  under  FAR 
§  21.25(b)(7).  All  comments  received  will 
be  evaluated  against  the  criteria  that 
safety  will  not  be  compromised,  and 
that  permitting  the  proposed  operations 
would  be  in  the  public  interest. 

The  carriage  of  cargo  in  restricted 
category  aircraft  has  been  permitted  on 
an  i^ividual  basis  for  many  years, 
usually  following  a  determination  that 
standard  category  aircraft  were  not 
available,  mr,  because  standard  category 
aircraft  could  not  accommodate  certain 
“unique”  cargo.  A  reassessment  of  these 
factmrs  has  led  to  the  conclusion  that 
they  are  not  relevant  to  the  safety  of  the 


operation.  Snce  restricted  category 
aircraft  need  not  comply  with  all  of  the 
airworthiness  requirements  applicable 
to  standard  category  aircraft  and 
equivalent  level  of  public  safety  is 
achieved  through  t^  severe  operating 
limitations  set  forth  in  FAR  Part  91, 
Section  91.39.  For  example,  FAR  91.39 
limits  carriage  of  passengers;  prohibits 
carriage  of  persons  or  property  for 
compensation  or  hire;  and  does  not 
allow  restricted  category  aircraft  to 
operate  over  densely  populated  areas,  in 
congested  airways,  or  near  busy  airports 
where  passenger  transport  operations 
are  conducted. 

This  AC  proposes  to  make  the 
carriage  of  cargo  a  special  purpose 
operation  on  a  blanket  basis,  in  light  of 
the  very  limited  use  for  such  aircraft 
under  the  operating  limitations  imposed, 
to  reduce  the  burden  on  both  the 
applicant  and  the  FAA  that  previously 
required  evaluation  of  specific  need  and 
purpose  on  a  case  by  case  basis.  Safety 
will  be  preserved  through  strict 
enforcement  of  the  operating  limitations 
in  FAR  §  91.39. 

Any  applications  for  restricted 
category  type  certificates  under  existing 
agency  directives  for  die  special  purpose 
of  carrying  cargo  will  be  held  in 
abeyance  pentfing  final  action  on  this 
proposed  advisory  circular.  All 
restricted  category/special  purpose 
operation  type  certificates  previously 
issued  for  cargo-carrying  operations  will 
be  reexamined  and  appropriate  action 
taken  as  necessary  to  assure 
consistency  with  &e  final  action  taken 
on  this  proposal. 

Issued  in  Washington,  D.C.  on  November 
19, 1981. 

M.  C.  Beard, 

Director  of  Airworthiness. 

AC  21-ZZ — ^Advisory  CSrcuIar 
FAR  Guidance  Material 

Subject:  Carriage  of  cargo  in  restricted 
category  aircraft  and  other  special  purpose 
operations. 

1.  Purpose.  Ibis  advisory  circular  (AC)  is  to 
advise  diat  the  carriage  of  cargo  is 
considered  a  restricted  category  special 
purpose  operation  and  provides  procedures 
for  designating  other  special  purpose 
operations  under  Federal  Aviation  Regulation 
(FAR)  I  21.25^H7). 

2.  Information.  Examples  of  restricted  ^ 
category  special  purpose  operations  are 
listed  in  FAR  S  21.25,  whidi  also  provides  in 
FAR  i  21.25(b)(7)  for  other  special  purpose 
operations  as  specified  by  the  FAA 
Administrator.  The  caniage  of  cargo  in 
restricted  categny  aircraft  has  been 
authorized  m  a  case  by  case  basis  in  the 
past.  However,  the  procedures  related  to 
issuance  of  the  t3rpe  certificates  and 
airworthiness  certificates  for  that  piupoee 
have  never  been  published  in  the  AC  system. 


This  AC  is,  therefore,  intended  to  estaUish 
carriage  of  cargo  as  a  special  purpose 
operation  under  FAR  1 2125(b)(7)  and  to 
provide  guidance  for  issuance  of  type  and 
airworthiness  certificates  for  tiiat  pnrpse,  and 
any  otlm  special  purpose  prq;>osed  by  an 
applicant 

3.  General. 

a.  A  person  wdio  applies  for  a  restricted 
category  type  certificate  for  any  special 
purpose  operation  should  be  aware  that  the 
operating  limitations  imposed  on  restricted 
category  aircraft  by  FAR  1 91.39,  among  other 
things,  prohibit  the  carrige  of  persons  or 
property  for  compensation  or  hire,  and 
restrict  the  areas  and  airports  where 
restricted  category  aircraft  may  be  operated. 

It  should  be  recognized,  therefore,  that  the 
strict  limitations  imposed  on  restricted 
category  aircraft  severely  limit  their  practical 
usage,  especially  for  the  special  purpose  of 
carrying  cargo. 

b.  Propsals  for  establishing  new  special 
purpose  operations  under  FAR  2125(bX7) 
should  be  submitted  to  the  FAA  800 
Independence  Avenue,  S.Wn  Washington, 
D.C.  20591,  Attention:  Aircraft  Manufacturing 
Division,  AWS-200,  and  riiould  include 
information,  views,  and  arguments  to 
substantiate  that  permitting  the  pn^xrsed 
operation  would  be  in  the  public  interest  and 
safety  would  not  be  compromised.  The 
proposal  will  be  puUish^  in  the  Federal 
Register  and  final  action  will  be  dependent 
upon  evaluation  of  conmients  received. 

4.  Procedure. 

a.  Type  Certification.  A  restricted  categmy 
type  certificate  is  a  prerequisite  to  issuance 
of  a  restricted  airworthiness  certificate  for  an 
individual  aircraft.  Application  for  a  type 
certificate  should  be  made  on  FAA  Form 
8110-2,  Application  for  Type  Certificate, 
Production  Certificate,  or  Supplemental  Type 
Certificate,  and  submitted  to  die  Engineering 
Division  or  Branch  in  the  FAA  Regional 
Office  of  the  region  in  which  the  applicant  is 
located. 

(1)  An  aircraft  previously  type  certificated 
in  one  of  the  standard  categories  would  be 
type  certificated  in  the  restricted  category 
under  FAR  §  2125(a)(1),  even  though  the 
applicant’s  aircraft  may  meet  all  of  the 
requirements  for  a  type  certificate  in  another 
category,  and  no  modifications  to  the  aircraft 
are  needed  to  accomplish  the  special 
purpose.  When  modifications  to  the  aircraft 
are  required  for  the  special  purpose,  the 
certification  basis  for  approval  of  the 
modifications  would  be  ffie  CAR/FAR 
applicable  to  the  original  type  certification  of 
the  aircraft,  except  that  the  FAA  certificating 
office  may  waive  such  of  the  basic 
airworthiness  requirements  considered 
inappropriate  for  the  special  purpose.  The 
waiving  of  any  of  the  basic  airworthiness 
requirements  is  Judged  on  the  basis  that 
operation  of  the  aircraft  under  the  limitations 
of  FAR  i  91.39,  plus  any  other  operating 
limitations  the  certificating  office  deems 
appropriate,  wiU  provide  a  level  of  public 
safety  equivalent  to  that  of  an  aircraft 
operating  under  an  airworthiness  certificate 
for  an  aircraft  in  the  standard  category. 

(2)  Surplus  aircraft  of  tiw  U.S.  Armed 
Forces  would  be  type  certificated  in  the 
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restricted  category  under  FAR  §  21.25(a)(2), 
which  would  include  an  FAA  evaluation  of 
the  military  safety  record  of  the  aircraft 
model.  An  aircraft  that  may  have  been 
declared  unairworthy  by  the  military  is  not 
eligible  for  certification  in  any  category.  The 
certification  basis  for  approval  of 
modifications  to  a  military  surplus  aircraft 
that  was  never  type  certibcated  in  any 
category  would  be  the  FAR  applicable  to  the 
size  of  &e  aircraft  (i.e.,  FAR  23  or  FAR  25) 
considered  against  a  showing  by  the 
applicant  in  accordance  with  FAR  {  21.25(a) 
that  no  feature  or  characteristics  of  the 
aircraft  makes  it  unsafe  when  it  is  operated 
under  the  limitations  prescribed  for  its 
intended  use.  , 

(3)  In  addition  to  the  applicable 
airworthiness  requirements,  the  FAA 
certificating  office  may  also  consider  the 
hazardous  materials  regulations  in  CFR  49, 
Part  175,  and  in  particular  §  175.320  "Cargo- 
only  Aircraft;  only  means  of  transportation” 
when  processing  an  application  for  the 
special  purpose  of  carriage  of  cargo.  If  the 
applicant  cannot  specify  that  he  may  not  be 
carrying  hazardous  materials  in  his  cargo 
operations,  and  the  applicability  of  Part  175 
with  respect  to  modiffcations  that  may  be 
required  is  not  evaluated  during  the  type 
certification  process,  the  certificating  office 
would  include  the  following  limitation  in  the 
type  certificate:  “Carriage  of  hazardous 
materials  is  prohibited  unless  compliance  is 
shown  with  applicable  regulations  in  Code  of 
Federal  Regulations  Title  49,  Part  175.”  * 

b.  Airworthiness  Certification.  An 
application  for  an  airworthiness  certificate 
for  an  aircraft  that  has  been  type  certificated 
in  the  restricted  category  is  made  on  FAA 
Form  8130-6,  Application  for  Airworthiness 
Certificate,  which  may  be  submitted  to  any 
FAA  field  o^ice.  In  processing  an  application 
for  a  restricted  airworthiness  certificate  for 
the  special  purpose  of  carriage  of  cargo,  the 
FAA  certificating  inspector  will  place 
emphasis  in  the  following  areas; 

(1)  An  aircraft  issued  a  restricted  category 
type  certificate  under  FAR  §  21.25(a)(1)  must 
conform  to  the  type  design  approved  under 
the  category  for  which  the  aircraft  was 
previously  certificated,  and  to  the  type  design 
for  the  restricted  category  modifications 
made  to  the  aircraft.  If  no  modifications  had 
been  made  to  the  aircraft,  and  the  aircraft 
was  previously  certificated  in  the  standard 
category,  it  must  be  shown  by  the  applicant 
to  be  in  condition  for  safe  operation  and  to 
conform  to  the  type  design  for  the  standard 
category,  unless  ^e  restricted  category  type 
design  data  specifies  those  airworthiness 
requirements  that  have  been  found 
inappropriate  for  the  special  purpose. 

(2)  For  a  surplus  military  aircraft,  FAR 
§  21.185(b)  requires  the  FAA  to  make  a 
finding  that  the  aircraft  is  in  a  good  state  of 
preservation  and  repair  and  in  condition  for 
safe  operation.  In  making  this  finding,  the 
certificating  inspector  will  require  any  degree 
of  tear-down  for  inspection,  or  search  of 
aircraft  records  that  is  found  necessary  to 
establish  the  condition  of  the  aircraft  and  the 
aircraft  systems  that  are  subject  to 
deterioration  over  a  long  period  of  storage. 
The  inspection  of  the  aircraft  may  be 
accomplished  in  conjunction  with  the  type 
certification  process. 
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(3)  In  the  case  of  an  aircraft  that  was 
previously  type  certificated  in  the  standard 
category,  and  is  to  be  returned  to  the 
standard  category  after  operation  in  the 
restricted  category,  the  certificating  inspector 
will  ensure  that  appropriate  inspection 
requirements  are  included  in  the  instructions 
for  conversion  of  the  aircraft  back  to 
standard  configuration.  The  nature  of  cargo 
that  may  have  been  carried,  the  areas  where 
the  operations  had  been  conducted,  the 
surface  conditions  of  the  airports  that  had 
been  used  in  remote  areas,  and  whether  the 
aircraft  had  been  operated  at  weights  over 
those  approved  for  the  standard  category 
would  all  be  factors  to  consider  in  developing 
an  inspection  program  that  would  determine 
whether  structural  damage  or  damage  due  to 
corrosion  caused  by  the  kind  of  cargo  carried 
or  areas  of  operation  had  occurred. 

Engineering  assistance  may  be  required  and 
requested  if  deemed  necessary  by  the 
certificating  inspector. 

(4)  A  restricted  category  aircraft  may  not 
be  operated  over  any  foreign  country  without 
the  special  permission  of  that  country,  since 
such  aircraft  may  not  meet  the  International 
Civil  Aviation  Organization  Airworthiness 
Code,  Annex  8.  To  ensure  that  foreign  civil 
air  authorities  are  aware  of  the  status  of 
restricted  category  aircraft  exported  to  their 
countries,  the  following  note  will  be  placed 
under  “exceptions”  on  all  Export  Certificates 
of  Airworthiness,  FAA  Form  8130-4,  issued 
for  restricted  category  aircraft:  “This  Aircraft 
is  type  certificated  in  the  restricted  category 
and  may  not  meet  the  applicable 
airworthiness  code  as  provided  by  Annex  8 
to  the  Convention  on  International  Civil 
Aviation.” 

c.  Operations.  The  operating  limitations  in 
FAR  91.39(d)  may  be  waived  following 
evaluation  of  the  proposed  operations  by  the 
FAA.  Application  for  a  waiver  is  made  on 
FAA  Form  7711-2,  APPUCATION  FOR 
CERTinCATE  OF  WAIVER  OR 
AUTHORIZATION,  which  may  be  submitted 
to  the  FAA  region  having  jurisdiction  over 
the  area  in  which  the  applicant  plans  to 
conduct  the  operations  requiring  a  waiver. 
Each  application  for  a  waiver  will  be 
evaluated  and  processed  on  an  individual 
basis  by  the  appropriate  FAA  office,  to 
determine  that  public  safety  will  not  be 
jeopardized,  and  that  it  is  in  the  public 
interest  to  allow  restricted  catergory 
operations  in  the  prohibited  areas.  The  region 
may,  based  on  inffividual  circumstances, 
prescribe  additional  operating  limitations  and 
establish  a  date  of  expiration  for  the  waiver 
consistent  with  completion  of  the  special 
purpose  operation. 

d.  Maintenance.  Restricted  category 
aircraft  are  not  excluded  from  meeting  any 
applicable  maintenance  requirements  of  Far 
Parts  43  and  91,  including  the 
accomplishment  of  Airworthiness  Directives. 
The  FAA  region  in  which  a  restricted 
category  aircraft  is  being  operated  may  take 
appropriate  administrative  or  legal 
enforcement  action  whenever  a  deviation 
ffom  these  requirements  is  discovered. 

(FR  Doa  81-34166  Filed  11-25-ai:  S:46  an) 
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Maritime  Administration 
[Docket  No.  S-706] 

Appiication  for  Permission;  Moore* 
McCormack  Lines,  inc.  Moore* 
McCoimack  Buik  Transport,  inc.  and 
Lachmar 

Notice  is  hereby  given  that  by 
application  of  November  13, 1981, 
Moore-McCormack  Lines,  Inc.  (Mormac) 
and  Moore-McCormack  Bulk  Transport, 
Inc.  (Mormac  Bulk),  applied  for  written 
permission  under  section  805(a)  of  the 
Act  for  affiliated  companies  to  own  and 
operate  the  125,000  m’  LNG  tanker. 
LOUISIANA,  on  one  voyage  in  the 
domestic  trade.  Notice  is  also  given  that 
by  application  of  November  13, 1981, 
Lachmar — owner  of  the  LOUISIANA,  a 
vessel  built  with  construction- 
differential  subsidy  (CDS) — applied  for 
written  permission  under  section  506  of 
the  Act  for  the  temporary  employment 
of  the  LOUISIANA  in  the  domestic 
trade.  Lachmar  requests  permission  for 
the  LOUISIANA  to  make  a  single 
voyage  fi’om  Everett,  Massachusetts,  to 
Elba  Island,  Savannah,  Georgia, 
carrying  appoximately  115,000  m’  of 
LNG,  with  loading  scheduled  to  take 
place  as  soon  as  possible  to  satisfy  fuel 
needs  for  this  winter  heating  season. 

Morgas,  Inc.,  one  of  the  partners  of 
Lachmar,  and  Gastrans,  LNG  Transport, 
Inc.,  which,  in  bum,  is  a  subsidiary  of 
Moore-McCormack  Resources,  Inc. 
(Resources).  Mormac  and  Mormac  Bulk, 
holders  of  long-term  operating- 
differential  subsidy  contracts,  also  are 
subsidiaries  of  Resources.  It  is 
Lachmar’s  belief  that  no  non-CDS  vessel 
of  suitable  capacity  to  perform  the 
voyage  is  available  to  load  during 
December. 

Although  publication  of  a  Notice  with 
respect  to  Lachmar’s  request  for 
permission  under  section  506  is  not 
required,  the  Maritime  Administration 
believes  that  it  is  appropriate  to  provide 
an  opporbmity  for  interested  parties  to 
comment  on  Lachmar’s  application. 

Any  person,  firm  or  corporation 
having  any  interest  in  the  application  for 
sections  805(a), and  506  permission  and 
desiring  to  submit  comments  concerning 
the  application  must  file  written 
comments  in  triplicate  with  the 
Secretary,  Maritime  Administration, 
Room  7300,  Nassif  Building.  400  Seventh 
Street,  SW.,  Washington,  D.C.  20590,  by 
close  of  business  on  December  4, 1981.  If 
such  comments  deal  with  section  805(a) 
issues,  they  should  be  accompanied  by  a 
petition  for  leave  to  intervene.  The 
petition  shall  state  clearly  and  concisely 
the  ground  of  interest  and  the  alleged 
facts  relied  on  for  relief. 
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If  no  petitions  for  leave  to  intervene 
on  section  805(a)  issues  are  received 
within  the  specified  time,  or  if  it  is 
determined  that  petitions  filed  do  not 
demonstrate  sufficient  interest  to 
warrant  a  hearing,  the  Maritime 
Administration  will  take  such  action  as 
may  be  deemed  appropriate. 

In  the  event  petitions  regarding  the 
relevant  section  805(a)  issues  are 
received  fi-om  parties  with  standing  to 
be  heard,  a  hearing  will  be  held,  the 
purpose  of  which  will  be  to  receive 
evidence  under  section  805(a)  relative  to 
whether  the  proposed  operations  (a) 
could  result  in  unfair  competition  to  any 
person,  firm  or  corporation  operating 
exclusively  in  the  coastwise  or 
intercoastal  service,  or  (b)  would  be 
prejudicial  to  the  objects  and  policy  of 
the  Act  relative  to  domestic  trade 
operations. 

(Catalog  of  Federal  Domestic  Assistance 
Program  Nos.  11.504  Operating-Differential 
Subsidies  (ODS)  and  11.500  Construction- 
Differential  Subsidies  (CDS)) 

Dated:  November  20, 1981. 

By  Order  of  the  Acting  Maritime 
Administrator. 

Robert ).  Patton,  (r.. 

Secretary. 

|FR  Doc.  81-34006  Piled  11-28-81:  a45  amj 

BILUNG  CODE  4910-81-M 

Approval  of  Applicant  as  Trustee; 
AHied  Bank  of  Texas 

Notice  is  hereby  given  that  Allied 
Bank  of  Texas,  with  offices  at  808  Travis 
Street,  Houston,  Texas,  has  been 
approved  as  Trustee  pursuant  to  Pub.  L. 
89-346  and  46  CFR  221.21-221.30. 

Dated:  November  19, 1981. 

By  Order  of  the  Maritime  Administrator. 
Robert ).  Patton,  Jr., 

Secretary. 

|FR  Doc.  81-34007  Filed  11-28-81: 8:48  am| 

BILUNG  CODE  49tO-S1-M 

Approval  of  Applicant  as  Trustee;  First 
National  Bank  of  Maryland 

Notice  is  hereby  given  that  The  First 
National  Bank  of  Maryland,  with  offices 
at  25  South  Charles  Street,  Baltimore, 
Maryland,  has  been  approved  as 
Trustee  pursuant  to  Pub.  L.  89-346  and 
46  CFR  221.21-221.30. 

Dated:  November  19, 1981. 

By  Order  of  the  Maritime  Administrator. 
Robert ).  Patton,  )r.. 

Secretary. 

|FR  Doc.  81-33946  Filed  11-28-81: 8.48  am| 

BILUNG  CODE  4910-91-M 


Request  for  Removal,  Without 
Disapproval,  From  Roster  of  Approved 
Trustees 

Notice  is  hereby  given,’ pursuant  to 
Pub.  L.  89-346  and  46  CFR  221.21-221.30, 
that  Savings  Banks  Trust  Company,  with 
offices  at  200  Park  Avenue,  New  York, 
New  York,  has  requested  removal, 
without  disapproval,  from  the  Roster  of 
Approved  Trustees.  In  its  request  for 
removal.  Savings  Banks  Trust  Company 
certified  that  it  is  no  longer  acting  or 
proposing  to  act  as  trustee  under  a 
vessel  or  Shipyard  Financing  Trust 
pursuant  to  Ihib.  L  89-346  and  46  CFR 
221.21-221.30. 

Dated:  November  19. 1981. 

By  Order  of  the  Maritime  Administrator. 
Robert  |.  Patton,  Jr., 

Secretary. 

[FR  Doc.  81-33947  Filed  n-2S-81«4S  am| 

BILLING  CODE  49W-at-M  ^ 

National  Highway  Traffic  Safety 
Administration 

Rulemaking,  Research  and 
Enforcement  Programs;  Public 
Meetings 

The  National  Highway  Traffic  Safety 
Administration  (NHTSA)  will  hold  a 
meeting  on  December  9. 1981,  to  answer 
questions  from  the  public  and  industry 
regarding  the  Agency’s  rulemaking, 
research  and  enforcement  programs. 

The  meeting  will  begin  at  1  p.m..  and 
continue  as  long  as  may  be  required.  It  - 
will  be  held  in  ffie  Conference  Room  of 
the  Environmental  Protection  Agency’s 
Laboratory  Facility,  2565  Plymouth 
Road,  Ann  Arbor,  Michigan. 

At  the  December  meeting, 
representatives  of  DOT  will  answer 
questions  received  from  the  industry 
and  the  public  relating  to  NHTSA’s 
rulemaking,  research  and  enforcement 
programs  (including  defects).  The 
purpose  of  this  is  to  focus  on  those 
phases  of  these  NHTSA  activities  which 
are  technical,  interpretative  or 
procedural  in  nature.  (Questions 
regarding  the  Agency’s  fuel  economy 
program  will  continue  to  be  addressed 
at  the  EPA’s  meetings  on  vehicle 
emissions). 

Questions  for  the  December  9  meeting 
should  be  submitted  in  writing  by 
December  2  to  Michael  M.  Finkelstein, 
Associate  Administrator  for 
Rulemaking,  Room  5401,  400  Seventh 
Street  SW.,  Washington,  D.C.  20590. 
Every  effort  will  be  made  to  answer 
appropriate  questions  received. 
Questions  received  after  the  December  2 
date  may  be  answered  at  the  meeting,  if 
sufficient  time  is  available.  The 


individual,  group,  or  company 
submitting  a  question  does  not  have  to 
be  present  for  the  question  to  be 
answered.  A  consolidated  list  of  the 
questions  submitted  by  December  2  and 
the  issues  to  be  discussed  will  be  mailed 
to  interested  persons  on  or  before 
December  4, 1981,  and  will  be  available 
at  the  meeting.  This  list  will  serve  as  the 
agenda. 

A  transcript  of  the  meeting  will  be 
available  for  public  inspection  in  the 
NHTSA  Technical  Reference  Section  fai 
Washington,  D.C.,  within  four  weeks 
after  the  meeting.  Copies  of  the 
transcript  will  then  be  available  at. 
twenty-five  cents  for  the  first  page  and 
five  cents  for  each  additional  page 
(length  has  varied  from  100  to  150  pages) 
upon  receipt  to  NHTSA,  Technical 
Reference  Section,  Room  5106, 400 
Seventh  Street  SW.,  Washington,  D.C 
20590. 

Issued  in  Washington,  D.C.  on:  November 
2a  1981. 

Michari  M.  Finkelstem, 

Associate  Administrator  for  Rulemaking. 

(FR  Doc.  81-34138  Filed  11-28-81;  8:48  am] 

BILLING  CODE  4910-S9-M 

Office  of  the  Secretary 

Minority  Business  Resource  Center 
Advieory  Committee;  Meeting 

Pursuant  to  section  10(a)(2)  of  the 
Federal  Advisory  Committee  Act  (Pub. 

L  92-463;  (5  U.S.C.  App.  I)),  notice  is 
hereby  given  of  a  meeting  of  the 
Minority  Business  Resource  Center 
Advisory  Committee  to  be  held 
December  14, 1981,  at  9:00  a.m.  until  1:00 
p.m.  in  Room  580  at  2  Embarcadero 
Center,  San  Francisco,  CA  94111.  The 
agenda  for  the  meeting  is  as  follows: 

— ^DOT  Membership  on  MESBIC  Boards. 

— ^Discussion  on  Surety  Bonding  Company. 

Attendence  is  open  to  the  interested 
public  but  limited  to  the  space  available. 
With  the  approval  of  the  Chairman, 
members  of  the  public  may  present  oral 
statements  at  the  meeting.  Persons 
wishing  to  attend  and  persons  wishing 
to  present  oral  statements  should  notify 
the  Minority  Business  Resource  Center 
not  later  than  the  day*  before  the 
meeting.  Information  pertaining  to  the 
meeting  may  be  obtained  from  Ms.  Betty 
Chandler,  Minority  Business  Resource 
Center,  400  7th  Street,  SW.,  Washington, 
D.C.  20590,  telephone  (202)  426-2852. 

Any  member  of  the  public  may  present  a 
written  statement  to  the  Committee  at 
any  time. 
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Issued  in  Washington.  D.C.  on  November 

18. 1981. 

Melvin  Humphrey, 

Director,  Off  ice  of  Small  and  Disadvantaged 
Business  Utilization. 

|FR  Doc.  S1-338S2  Filed  ll-2S.ei;  S;45  am] 

BILLING  CODE  4S10-«a-H 

Research  and  Special  Programs 
Administration 

Technical  Hazardous-Liquid  Pipeline 
Safety  Standards  Committee;  Public 
Meeting 

Pursuant  to  section  10(a)(2)  of  the 
Federal  Advisory  Conunittee  Act  (Pub. 
L  92-463, 86  Stat.  770),  notice  is  hereby 
given  of  a  meeting  of  the  Technical 
Hazardous-Liquid  Pipeline  Safety 
Standards  Committee  on  December  17- 

18. 1981,  at  9  a.m.  in  Room  2230,  Nassif 
Building,  400  Seventh  Street,  SW., 
Washington,  D.C.  20590. 

The  purpose  of  the  meeting  is  to: 

L  Provide  for  the  Committee’s  Consideration 

(A)  Docket  PS-66,  Notice  1,  ANPRM  on 
"Placing  Longitudinal  Weld  Seams  in  Upper 
Half  of  Pipe"  (45  FR  20142:  March  27, 1980); 


(B)  Draft  Notice  of  Proposed  Rulemaking — 
Retention  of  radiographic  film  of 
nondestructive  weld  tests  (49  CFR  195.234(g)); 
and 

(C)  Draft  Notice  of  Proposed  Rulemaking — 
Repair  and  removal  of  weld  defects  (49  CTO 
195.230  and  195.232). 

n.  Brief  the  Committee  and  Solicit  Its  Views 
on  the  Following 

Regulatory  matters  in  the  reissuance  of 
Part  195  under  the  Hazardous  Liquid  Pipeline 
Safety  Act  of  197d  (Docket  PS-70, 

Amendment  195-22;  46  FR  38357,  July  27, 

1981)  with  emphasis  on: 

(A)  Regulation  of  storage  other  than 
“breakout  tanks.” 

(B)  Definitions:  _ 

(1)  “Breakout  tanks” 

(2)  In-Plant  piping 

(3)  Petroleum  products 

(4)  Other  hazardous  liquids 

(C)  The  role  of  States  in  regulation  of 
intrastate  hazardous  liquid  pipelines. 

Attendance  is  open  to  the  public,  but 
limited  to  the  space  available.  With 
approval  of  the  chairman  of  the 
Committee,  members  of  the  public  may 
present  oral  statements  on  any  items 
scheduled  for  discussion.  Due  to  the 
limited  time  available,  each  person  who 
wants  to  make  an  oral  statement  is 


requested  to  notify  Toni  Reed,  Room 
8423,  Nassif  Building,  400  Seventh 
Street,  SW.,  Washington,  D.C.  20590, 
telephone  202-426-2392,  of  the  topics  to 
be  addressed  and  the  time  requested  to 
address  each  topic.  The  chairman  may 
deny  any  request  to  present  an  oral 
statement  and  may  limit  the  time  of  any 
oral  presentation.  Members  of  the  public 
may  present  written  statements  to  the 
Committee  before  or  after  any  session  of 
the  meeting. 

The  opportunity  for  public 
participation  at  the  meeting  is  intended 
to  provide  information  for  the 
Committee  to  consider  in  formulating  its 
recommendations  to  the  Materials 
Transportation  Bureau.  It  is  not  to  be 
construed  as  an  extension  of  the 
respective  times  for  public  comment 
already  provided  in  the  rulemaking 
proceed^s  listed. 

Dated:  November  17. 1981. 

Melvin  A  Judah, 

Acting  Associate  Director  for  Pipeline  Safety 
Regulation,  Materials  Transportation  Bureau. 

[FR  Doa  81-33792  Filed  11-25-81;  8:45  am] 
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COMMODITY  FUTURES  TRADING 
COMMISSION 

TIME  AND  date:  11  a.m.,  Friday, 
December  4, 1981. 

PLACE:  2033  K  Street,  N.W.,  Washington, 
D.C.,  Eight  floor  conference  room. 
STATUS:  Closed. 

MATTERS  TO  BE  CONSIDERED: 
Surveillance  Brieflng. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  ]ane  Stuckey,  254-6314. 

IS-1773-81  Filed  11-24-81;  12:41  pm| 
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FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

Agency  Meeting 
Pursuant  to  the  provisions  of  the 
"Government  in  the  Sunshine  Act’*  (5 
U.S.C.  552b).  notice  is  hereby  given  that 
the  Federal  Deposit  Insurance 
Corporation’s  Board  of  Directors  will 
meet  in  open  session  at  9:00  a.m.  on 
Monday,  November  30, 1981,  to  consider 
the  following  matters: 


Summary  Agenda:  No  substantive 
discussion  of  the  following  items  is 
anticipated.  These  matters  will  be 
resolved  with  a  single  vote  unless  a 
member  of  the  Board  of  Directors 
requests  that  an  item  be  moved  to  the 
discussion  agenda. 

Disposition  of  minutes  of  previous 
meetings. 

Application  for  consent  to  purchase 
assets  and  assiune  liabilities  and  to 
establish  two  branches: 

Plymouth  Guaranty  Savings  Bank,  Plymouth. 
New  Hampshire,  for  consent  to  acquire  the 
assets  of  and  assume  the  liability  to  pay 
deposits  made  in  Granite  State  Trust 
Company,  Lincoln,  New  Hampshire;  and 
for  consent  to  establish  the  two  offlces  of 
Granite  State  Trust  Company  as  branches 
of  Plymouth  Guaranty  Savings  Bank. 

Application  for  consent  to  merge, 
establish  thirteen  branches  and  a  public 
accommodation  office,  and  redesignate 
the  main  office: 

The  Tremont  Savings  and  Loan  Association, 
New  York  (Bronx),  New  York,  a  State- 
chartered  Federally-insured  savings  and 
loan  association,  for  consent  to  merge, 
after  having  converted  to  a  mutual  savings 
bank,  with  The  Lincoln  Savings  Bank,  New 
Yoric  (Brooklyn),  New  York,  under  the 
charter  of  a  newly-formed  savings  bank, 
“The  Tremont  Savings  Bank,”  and  with  the 
title  "The  Lincoln  Savings  Bank”;  to 
establish  the  fourteen  ofBces  of  The 
Lincoln  Savings  Bank  as  qffices  of  the 
resultant  institution;  and  to  designate  the 
main  office  of  The  Lincoln  Savings  Bank  as 
the  main  office  of  the  resultant  institution. 

Recommendation  regarding  the 
liquidation  of  a  bank’s  assets  acquired 
by  the  Corporation  in  its  capacity  as 
receiver,  liquidator,  or  liquidating  agent 
of  those  assets: 

(Zase  Na  44,928-L— The  Drovers'  National 
Bank  of  Chicaga  Chicago,  Illinois 

Reports  of  committees  and  officers; 

Minutes  of  the  actions  approved  by  the 
Committee  on  Liquidations,  Loans  and 
Purchases  of  Assets  pursuant  to  authority 
delegated  by  the  Board  of  Directors. 
Reports  of  the  Director  of  the  Division  of 
Bank  Supervision  with  respect  to 
applications  or  requests  api»oved  by  him 
and  the  various  Regional  Directors 
pursuant  to  authority  delegated  by  the 
Board  of  Directors. 

Discussion  Agenda: 

No  matters  scheduled. 

The  meeting  will  be  held  in  the  Board 
Room  on  the  sixth  floor  of  the  FDIC 


Building  located  at  550  17th  Street,  N.W., 
Washington,  D.C. 

Requests  for  information  concerning 
the  meeting  may  be  directed  to  Mr. 

Hoyle  L  Robinson,  Executive  Secretary 
of  the  Corporation,  at  (202)  389-4425. 

Dated:  November  23, 1981. 

Federal  Deposit  Insurance  Corporation. 

Hoyle  L.  Robinson, 

Executive  Secretary. 

(S-ITSS-Sl  Filed  11-24-81;  11:15  am| 
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FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

Agency  Meeting. 

Pursuant  to  the  provisions  of  the 
“Government  in  the  Sunshine  Act”  (5 
U.S.C.  552b),  notice  is  hereby  given  that 
at  9:30  a.m.  on  Monday,  November  30, 
1981,  the  Federal  Deposit  Insurance 
Corporation’s  Board  of  Directors  will 
meet  in  closed  session,  by  vote  of  the 
Board  of  Directors  pursuant  to  sections 
552b  (c)(2),  (c)(6).  (c)(8),  and  (c)(9)(A)(ii) 
of  Title  5,  United  States  Code,  to 
consider  the  following  matters: 

Summary  Agenda:  No  substantive 
discussion  of  ffie  following  items  is 
anticipated.  Hiese  matters  will  be 
resolved  with  a  single  vote  unless  a 
member  of  the  Boanl  of  Directors 
requests  that  an  item  be  moved  to  the 
discussion  agenda. 

Requests  for  relief  from  adjustment 
for  violations  of  Regulation  ^ 

Names  and  locations  of  banks  authorized  to 
be  exempt  frinn  disclosure  pursuant  to  the 
provisions  of  subsections  (cK8)  and 
(c)(9KA)(ii)  of  the  "Government  in  the 
Sunshine  Act”  (5  U.&C  552b  (c)(8)  and 
(c)(9)(A)(a)). 

Note. — Some  matters  falling  within  this 
category  may  be  placed  cm  the  discussion 
agenda  without  further  public  notice  if  it 
becomes  likely  that  substantive  discussion  of 
those  matters  will  occur  at  the  meeting. 

Recommendationa  with  respect  to  the 
initiation,  termination,  or  conduct  of 
administrative  enforcement  proceedings 
(cease-and-desist  proceedings, 
termination-of-insurance  proceedings, 
suspension  or  removal  proceedings,  or 
assessment  of  civil  money  penalties) 
against  certain  insiued  banks  or  officers, 
directors,  employees,  agents,  or  other 
persons  participating  in  the  conduct  of 
the  affairs  thereof: 
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Names  of  persons  and  names  and  locations 
of  banks  authorized  to  be  exempt  hnm 
disclosure  pursuant  to  the  provisions  of 
subsections  (c)(6),  (c)(8),  and  (c)(9)(A)(ii)  of 
the  “Government  in  the  Sunshine  Act”  (5 
U.S.C.  552b  (c)(6),  (c)(8),  and  (c)(9)(A)(ii)). 
Note. — Some  matters  falling  within  this 
category  may  be  placed  on  the  discussion 
agenda  without  fiulher  public  notice  if  it 
becomes  likely  that  substantive  discussion  of 
those  matters  will  occur  at  the  meeting. 

Discussion  Agenda: 

Personnel  actions  regarding  appointments, 
promotions,  administrative  pay 
increases,  reassignments,  retirements, 
separations,  removals,  etc.: 

Names  of  employees  authorized  to  be 
exempt  from  disclosure  pursuant  to  the 
provisions  of  subsections  (c)(2)  and  (c)(6) 
of  the  “Government  in  the  Sunshine  Act" 
(5  U.S.C.  552b  (c)(2)  and  (c)(6)). 

The  meeting  will  be  held  in  the  Board 
Room  on  the  sixth  floor  of  the  FDIC 
Building  located  at  550  17th  Street,  N.W., 
Washington,  D.C. 

Requests  for  inforation  concerning  the 
meeting  may  be  directed  to  Mr.  Hoyle  L 
Robinson,  Executive  Secretary  of  the 
Corporation,  at  (202)  389-4425. 

Dated:  November  23, 1981. 

Federal  Deposit  Insurance  Corporation. 

Hoyle  L  Robinson, 

Executive  Secretary. 

(S-17e«.Sl  Piled  11-24-61;  11:1(  am) 

BNJJNO  CODE  i714-«1-« 
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FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

Changes  in  Subject  Matter  of  Agency 
Meeting 

Pursuant  to  the  provisions  of 
subsection  (e)(2)  of  the  “Government  in 
the  Sunshine  Act"  (5  U.S.C.  552b(e)(2)), 
notice  is  hereby  given  that  at  its  open 
meeting  held  at  2  p.m.  on  Monday, 
November  23, 1981,  the  Corporation’s 
Board  of  Directors  determined,  on 
motion  of  Chairman  William  M.  Isaac, 
seconded  by  Director  Irvine  H.  Sprague 
(Appointive),  concurred  in  by  Director. 
Charles  E.  Lord  (Acting  Comptroller  of 
the  Currency),  that  Corporation  business 
required  the  withdrawal  horn  the 
agenda  for  consideration  at  the  meeting, 
on  less  than  seven  days'  notice  to  the 
public,  of  the  following  matter 

Memorandum  and  resolution  re:  Policy 

statement  regarding  the  use  of  independent 

data  processing  centers. 

The  Board  further  determined,  by  the 
S€une  majority  vote,  that  Corporation 
business  required  the  addition  to  the 
agenda  for  consideration  at  the  meeting, 
on  less  than  seven  days’  notice  to  the 
public,  of  the  following  matter 


Memorandum  and  resolution  re: 

Amendments  to  Part  329  of  the 
Corporation’s  rules  and  regulations, 
entitled  “Interest  on  Deposits,”  which 
would  permit  insured  nonmember  banks  to 
operate  international  banking  facilities 
(IBFs)  in  the  same  manner  as  other 
depository  institutions. 

The  Board  further  determined,  by  the 
same  majority  vote,  that  no  earlier 
notice  of  the  changes  in  the  subject 
matter  of  the  meeting  was  practicable. 

Dated:  November  23, 1981. 

Federal  Deposit  Insurance  Corporation. 
Hoyle  L  Robinson, 

Executive  Secretary, 

(S-1771-81  Filed  11-24-61;  12:21  pm) 
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FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

Changes  in  Subject  Matter  of  Agency 
Meeting 

Pursuant  to  the  provisions  of 
subsection  (e)(2)  of  the  “Government  in 
the  Sunshine  Act”  (5  U.S.C.  552b(e)(2)), 
notice  is  hereby  given  that  at  its  closed 
meeting  held  at  2:30  p.m.  on  Monday, 
November  23, 1981,  Ae  Corporation’s 
Board  of  Directors  determined,  on 
motion  of  Chairman  William  M.  Isaac, 
seconded  by  Director  Irvine  H.  Sprague 
(Appointive),  concurred  in  by  Director 
Charles  E.  Lord  (Acting  Comptroller  of 
the  Currency),  that  Corporation  business 
required  the  addition  to  the  agenda  for 
consideration  at  the  meeting,  on  less 
than  seven  days’  notice  to  the  public,  of  - 
the  following  matters: 

Application  of  Berkshire  County  Savings 
Bank,  PittsBeld,  Massachusetts,  an 
operating  noninsured  bank,  for  Federal 
deposit  insurance 

Recommendation  regarding  the  liquidation  of 
a  bank’s  assets  acquired  by  the 
Corporation  in  its  capacity  as  receiver, 
liquidator,  or  liquidating  agent  of  those 
assets: 

Case  No.  44,967-L — ^llie  Mission  State  Bank 
and  Trust  Company,  Mission.  Kansas 
Memorandum  and  Resolution  re:  General 
Procedure  for  Real  Estate  Foreclosure  Bids 

The  Boeird  further  determined,  by  the 
same  majority  vote,  that  no  earlier 
notice  of  the  changes  in  the  subject 
matter  of  the  meeting  was  practicable; 
that  the  public  interest  did  not  require 
consideration  of  the  matters  in  a 
meeting  open  to  public  observation;  and 
that  the  matters  could  be  considered  in 
a  closed  meeting  by  authority  of 
subsection  (c)(6),  (c)(8),  (c)(9)(A)(ii), 
(c)(9)(B),  and  (c)(10)  of  the  "Government 
in  the  Sunshine  Act”  (5  U.S.C.  552b(c)(6), 
(c)(8),  (c)(9)(A)(U),  (c)(9)(B),  and  (c)(10). 
Dated:  November  23, 1961. 


Federal  Deposit  Insurance  Corporation. 
Hoyle  L  Robinson, 

Executive  Secretary. 

IS-1772-81  Filed  11-24-61;  12;21  pm] 

BILUNG  CODE  S714-01-M 
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FEDERAL  ELECTION  COMMISSION 
DATE  AND  TIME:  Monday,  November  23. 
1981,  at  2:20  p.m.  ^ 

PLACE:  1325  K  Street,  NW.,  Washington, 
D.C.  (fifth  floor). 

STATUS:  This  meeting  was  open  to  the 
public. 

MATTERS  considered: 

Due  to  extraordinary  circumstances,  the 
Commission  held  an  emergency  meeting  to 
plan  what  measures  should  be  taken  to 
shut  down  the  Commission  due  to  the 
expiration  of  the  continuing  resolution  for 
its  appropriations. 

PERSON  TO  CONTACT  FOR  INFORMATION: 

Mr.  Fred  Eiland,  Public  Information 
Officer;  Telephone:  202-523-4065. 
Marjorie  W.  Emmons, 

Secretary  of  the  Commission. 

(S-1770-S1  Filed  11-24-81;  12;18  pm) 

BILUNG  CODE  671S-01-M 
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FEDERAL  ELECTION  COMMISSION 
DATE  AND  TIME:  Tuesday,  December  1, 
1981  at  10  a.m. 

PLACE:  1325  K  Street,  N.W.,  Washington, 
D.C. 

STATUS:  This  meeting  will  be  closed  to 
the  public. 

MATTERS  TO  BE  CONSIDERED: 

Compliance.  Litigation.  Audits. 
Personnel. 

***** 

DATE  AND  TIME:  Wednesday,  December 
2, 1981  at  10  a.m. 

place:  1325  K  Street,  N.W.,  Washington, 
D.C.  (fifth  floor). 

STATUS:  SPECIAL  OPEN  MEETING  OPEN  TO 
THE  PUBUC. 

MATTERS  TO  BE  CONSIDERED: 

Amendments  to  Section  114  of  the 
Regulations.  ' 

***** 

DATE  AND  TIME:  Thursday,  December  3, 
1981  at  10  a.m. 

PLACE:  1325  K  Street,  N.W.,  Washington, 
D.C.  (fifth  floor). 

MATTERS  TO  BE  CONSIDERED: 

Setting  of  dates  for  future  meetings  correction 
and  approval  of  minutes 
Advisory  opinions: 

Draft  AO  1981-34:  Hiilip  J.  Harter,  National 
Association  of  Retired  Federal  Enqiloyees 
Draft  AO  1981-36:  Dmise  Hansen  Miller, 
Mori  and  Ota 
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Draft  AO  1981-48:  John  C.  Ruck,  Executive 
Committee  of  the  Muskegan  County 
Republican  Party 

Draft  AO  1981-50:  Albert  G.  Norman,  Jr.,  and 
F.T.  Davis,  Jr.,  Hansell,  Post,  Brandon  & 
Dorsey 

Draft  AO  1981-51:  William  C.  Oldaker, 
Metzenbaum  for  Senate 

Co-ordinated  expenditure  limits  for  the 
Connecticut  special  general  election 

Year  end  management  report  CFAP  Petition 
for  rulemaking 

Regs:  Joint  fundraising  (candidates  use  of 
property  in  which  spouse  has  an  interest] 

Routine  administrative  matters 

PERSON  TO  CONTACT  FOR  INFORMATION: 

Mr.  Fred  Eiland,  Public  Information 

Officer:  Telephone:  202-523-4065. 

Marjorie  W.  Emmons, 

Secretary  of  the  Commission. 

IS-1774-B1  Filed  11-24-81;  3:43  pm) 

BILUNG  CODE  671S-«1-M 
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FEDERAL  ENERGY  REGULATORY 
COMMISSION 

“FEDERAL  REGISTER”  CITATION  OF 
PREVIOUS  announcement:  46  FR  57417, 
November  23, 1981. 

PREVIOUSLY  ANNOUNCED  TIME  AND  DATE 
OF  MEETING:  10  a.m.,  November  24, 1981. 
CHANGE  IN  MEETING:  The  regular 
Commission  meeting  has  been 
rescheduled  for  November  25, 1981,  at  10 
a.m.  The  following  item  has  been  added: 

Item  No.,  Docket  No.,  and  Company 
CAM-8:  RM80-42,  Tax  Normalization  for 
certain  Items  Reflecting  Timing  Differences 
in  the  Recognition  of  Expenses  or  Revenue 
for  Ratemaking  and  Income  Tax  Purposes 
Kenneth  P.  Plumb, 

Secretary. 

IS-1776-S1  Piled  11-24-Sl;  3:43  pm] 

ULUNO  CODE  6717-01-M 
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FEDERAL  ENERGY  REGULATORY 
COMMISSION 

“FEDERAL  REGISTER”  CITATION  OF 
PREVIOUS  announcement:  46  FR  57417, 
November  23, 1981. 

PREVIOUSLY  ANNOUNCED  DATE  OF 
MEETING:  November  24, 1981. 

CHANGE  IN  MEETING:  The  closed  meeting 
has  been  rescheduled  for  November  25, 
1981,  following  the  regular  Commission 
meeting. 

Kenneth  F.  Plumb, 

Secretary. 

IS-1777-81  Filed  11-24-81: 3:43  pm] 

BILUNO  CODE  S717-01-M 
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FEDERAL  HOME  LOAN  BANK  BOARD 
“FEDERAL  REGISTER”  CITATION  OF 
PREVIOUS  announcement:  226  FR  57663, 


Tuesday,  November  24, 1981. 

PREVIOUSLY  ANNOUNCED  TIME  AND  DATE 
OF  MEETING:  Wednesday,  November  25, 
1981. 

PLACE:  1700  G  Street,  NW.,  board  room. 
Sixth  floor.  Washington,  D.C. 

STATUS:  Open  meeting. 

CONTACT  PERSON  FOR  MORE 
information:  Mr.  Marshall  (202-337- 
6679). 

CHANGES  IN  THE  MEETING:  The  following 
item  has  been  added  to  the  open  portion 
of  the  Bank  Board  meeting  scheduled  for 
Wednesday,  November  25, 1981. 

Revision  of  Application  Requirements. 

No.  567,  November  24, 1981. 

[S-17e7-81  Filed  11-24-81: 11:21  am) 

BILUNG  CODE  6720-01-M 
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FEDERAL  MARITIME  COMMISSION 
“FEDERAL  REGISTER”  CITATION  OF 
PREVIOUS  ANNOUNCEMENr.  46  FR  5697, 
November  19, 1981. 

PREVIOUSLY  ANNOUNCED  TIME  AND  DATE 
OF  THE  MEETING:  9  ».m.,  November  24. 
1981. 

CHANGE  IN  THE  MEETING:  The  meeting 
scheduled  for  November  24, 1981,  9  a.m. 
has  been  cancelled. 

[S-1755-81  Filed  11-24-81: 9:08  am] 

BILUNO  CODE  6730-01-M 
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FEDERAL  MARITIME  COMMISSION 
TIME  AND  date:  9  a.m.,  December  2, 
1981. 

place:  Hearing  Room  One,  1100  L 
Street,  N.W.,  Washington,  D.C.  20573. 
STATUS:  Parts  of  the  meeting  will  be 
open  to  the  public.  The  rest  of  the 
meeting  will  be  closed  to  the  public. 
MATTERS  TO  BE  CONSIDERED:  Portions 
open  to  the  public: 

1.  Report  on  Notation  Items  disposed  of 
during  October  1981. 

2.  Report  of  the  Secretary  on  times 
shortened  for  submitting  comments  on 
section  15  agreements  pursuant  to  delegated 
authority  during  October  1981. 

3.  Report  of  the  Secretary  on  Applications 
for  Admission  to  Practice  approved  during 
October  1981,  pursuant  to  delegated 
authority. 

4.  Agreement  No.  10270-2:  Modification  of 
the  Gulf  European  Freight  Association 
Agreement  to  extend  the  term  of  the  basic 
agreement  indehnitely. 

5.  Agreement  No.  9984:  Extension  of  the 
term  oif  approval  of  the  South  Atlantic  North 
Europe  Rate  Agreement. 

6.  Agreements  Nos.  8770-12  and  9988-13: 
Modifications  of  the  U.K./U.S.A.,  Gulf 
Westbound  Rate  Agreement  and  the 


Continental/U.S.  Gulf  Freight  Association 
AgreemenL  respectively,  to  provide  for 
appointment  of  resident  representatives  in 
the  United  States. 

7.  Agreement  No.  10416  between  Trailer 
Marine  Transportation  Corporation  and 
Puerto  Rico  Maritime  Shipping  Authority  to 
permit  discussion  and  establishment  of 
uniform  tariff  rules,  and  regulations,  and 
charges  excluding  ocean  freight  rates. 

8.  Agreement  No.  9745-3:  Modiffcation  of 
the  Dart  Coritainerline  Company  Limited 
consortium  to  substitute  Centennial  Shipping 
Limited  for  Bristol  City  Line  Limited. 

9.  Report  on  compliance  with  General 
Order  7,  Revised — ^If-Policing. 

10.  Reduction  in  Volume  of  Attachments  to 
Agreements'  Recommendations. 

11.  Informal  Docket  No.  1063(1):  Bristol 
Myers  Company  V.  United  States  Lines, 

Inc. — Review  of  Settlement  Officer’s 
Decision. 

12.  Docket  No.  81-19:  Eli  Lilly  International 
Corporation  V.  Mitsui  O.S.K.  Lines  Ltd. — 
Consideration  of  the  record. 

Portions  closed  to  the  public: 

1.  Fact  Finding  Investigation  No.  12 — 
Motions  to  quash  subpoenas. 

2.  Malpractice  Target  Program. 

3.  Docket  No.  80-63:  West  Coast  of  Italy, 
Sicilian  and  Adriatic  Ports,  North  Atlantic 
Range  Ports  Conference  (WINAC]  Tariff  Rule 
26— Compliance  with  Report  and  Order  of  the 
Commission. 

4.  Docket  No.  80-80:  Paulssen  &  Guice 
Ltd. — Independent  Ocean  Freight  Forwarder 
License  No.  1166;  Paulssen  &  Guice  Midwest 
Inc. — Applicant  for  a  License  as  an 
Independent  Ocean  Freight  Forwarder — 
Consideration  of  request  for  oral  argument 
and  possible  consideration  of  the  record. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  Francis  C.  Humey, 
Secretary  (202)  523-5725. 

IS-177S-S1  Filed  11-24-81;  3:43  pm] 

BILLING  CODE  673(M)1-M 
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FEDERAL  MINE  SAFETY  AND  HEALTH 
REVIEW  COMMISSION 

November  19, 1981. 

'HME  AND  date:  10  a.m.,  Tuesday, 
November  24, 1981. 
place:  Room  600, 1730  K  Street.  NW.. 
Washington,  D.C. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED:  In  addition 
to  the  previously  annoimced  items  to  be 
considered,  the  Commission  will  also 
consider  and  act  upon  the  following 
items: 

4.  Secretary  of  Labor,  MSHA,  on  behalf  of 
Bruce  Edward  Pratt  v.  River  Hurricane  Coal 
Company,  Inc.,  KENT  81-88-D;  Petition  for 
Discretionary  Review  (Issues  include  whether 
judge  erred  in  concluding  the  miner  was 
engaged  in  protected  activity). 

5.  Secretary  of  Labor,  MSHA,  on  behalf  of 
Clarence  Ball  v.  B  &  B  Mining  Company  and 


I 
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Laurel  Mountain  Mining  Co.,  VA  80-128-D; 
Petition  for  Discretionary  Review  (Issues 
include  whether  award  of  6  per  cent  interest 
on  back  pay  is  appropriate). 

It  was  determined  by  a  unanimous 
vote  of  Commissioners  that  Commission 
business  required  that  a  meeting  be  held 
on  these  items  and  that  no  earlier 
announcement  of  the  items  were 
possible. 

CONTACT  PERSON  FOR  MORE 
information:  Jean  Ellen  (202)  653-5632. 

IS-1762-S1  Filad  11^24-Bl;  11:14  am) 

BILLING  CODE  6S20-12^ 
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FEDERAL  RESERVE  SYSTEM 
TIME  AND  DATE:  Approximately  12  noon. 
Wednesday,  December  2, 1981, 
following  a  recess  at  the  conclusion  of 
an  open  meeting  to  be  held  earlier  the 
same  day. 

place:  20th  Street  and  Constitution 
Avenue,  N.W.,  Washington,  D.C.  20551. 
status:  Closed. 

MATTERS  TO  BE  CONSIDERED: 

1.  Personnel  actions  (appointments, 
promotions,  assignments,  reassignments,  and 
salary  actions)  involving  individual  Federal 
Reserve  System  employees. 

2.  Any  items  carried  forward  from  a 
previously  announced  meeting. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  Mr.  Joseph  R.  Coyne, 
Assistant  to  the  Board  (202)  452-3204. 

Dated:  November  24, 1981. 

James  McAfee, 

Assistant  Secretary  of  the  Board. 

|s-17es-m  Filed  11-24-81;  11:36  am] 

BNJJNQ  CODE  6210-01-M 
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FEDERAL  RESERVE  SYSTEM 

TIME  AND  DATE:  10  a.DL,  Wednesday, 

December  2, 1981. 

place:  Board  Building,  C  Street  entrance 
between  20th  and  21st  Streets,  N.W., 
Washington,  D.C.  20551. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED: 

Summary  Agenda:  Because  of  its  routine 
nature,  no  substantive  discussion  of  the 
following  item  is  anticipated.  This  matter 
will  be  voted  on  without  discussion 
unless  a  member  of  the  Board  requests 
that  the  item  be  moved  to  the  discussion 
agenda. 

1.  Proposed  revision  of  Regulation  1. 
(Management  OfBcial  Interlocks). 

Discussion  Agenda: 

2.  Proposed  publication  of  notice  of  an 
application  by  J.  P.  Morgan  &  Co., 
incorporated  to  act  as  a  futures 
commission  merchant  in  bullion,  foreign 
exchange,  11.8.  Government  securities. 


U.S.  money  market  instruments,  and 
Eurodollar  certificate  of  deposit. 

3.  Consideration  of  Federal  Financial 
Institutions  Examination  Council  request 
for  broadened  dehnition  of  bank  capital. 

4.  Consideration  of  pn^osal  by  the  Federal 
Financial  Institutions  Examination 
Council  regarding  accrual  accounting 
requirements  for  commercial  banks  and 
State-chartered  mutual  savings  banks. 

5.  Any  items  carried  forward  from  a 
previously  announced  meeting. 

Note. — ^This  meeting  will  be  recorded  for 
the  benefit  of  those  unable  to  attend. 
Cassettes  will  be  available  for  listening  in  the 
Board’s  Freedom  of  Information  Office,  and 
copies  may  be  ordered  for  $5  per  cassette  by 
calling  (202)  452-3684  or  by  writing  to: 
Freedom  of  Information  Office.  Board  of 
Governors  of  the  Federal  Reserve  System. 
Washington,  D.C.  20551. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  Mr.  Joseph  R.  Coyne, 
Assistant  to  the  Board  (202)  452-3204. 

Dated:  November  24, 1981. 

James  McAffee 

Assistant  Secretary  of  the  Board. 

IS-176S-81  Filed  11-24-81;  11:46  a.in.1 
BILUNQ  CODE  6210-01-41 
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INTERNATIONAL  TRADE  COMMISSION 
“FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  announcement:  Sunshine 
1727. 

PREVIOUSLY  ANNOUNCED  TIME  AND  DATE 
OF  THE  MEETING:  2  p.m.,  Monday, 
November  23, 1981. 

CHANGES  IN  THE  MEETING*.  Cancellation 
of  previously  scheduled  meeting. 

Due  to  the  lack  of  appropriated  funds,  the 
Commission  meeting  scheduled  for 
Monday,  November  23, 1981,  is  hereby 
cancel^. 

CONTACT  PERSON  FOR  MORE 
information:  Kenneth  R.  Mason, 
Secretary,  (202)  523-0161. 

IS-17S7-81  Filed  11-28-81;  1002  am) 

BILLINQ  CODE  702e-«-« 
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LEGAL  SERVICES  CORPORATION 

(Board  of  Directors) 

TIME  AND  DATE:  9  a.m.-5  p.m.,  Friday, 
December  4, 1981. 

PLACE:  Legal  Services  Corporation,  733 
15th  StreeL  N.W.,  Washington,  D.C., 
eighth  floor  conference  rooms  2  and  3. 
STATUS  OF  meeting:  Open  (portion  of 
the  meeting  will  be  closed  to  discuss  a 
persoimel  matter  under  45  CFR 
1622.5(a)). 

MATTERS  TO  BE  CON9IDEREO: 

1.  Adoption  of  Agenda. 

2.  Approval  of  K^utes  of  October  2. 1981 
Meeting. 


3.  Report  on  Congressional  Activity  on  FY 
1982  Appropriation  and  Reauthorization  ef 
Legal  Services  Corporation  Act. 

4.  Acceptance  of  FY  1981  Audit  Report  of 
Legal  Services  Corporation. 

5.  Adoption  of  Consolidated  Operating 
Budget  for  FY  1982. 

6.  Adoption  of  FY  1983  Budget  Request. 

7.  Report  on  Program  Activities  by  Clint 
Lyons  et  at. 

8.  Future  Meeting  Dates. 

9.  Other  Business. 

CONTACT  PERSON  FOR  MORE 
information:  Dellanor  Khasakhala, 
Office  of  the  President,  (202)  272-4040. 
Date  issued:  November  23, 1961. 

[S-1765-B1  Filed  11-24-81;  11:16  am| 

BILLING  CODE  6820-35-M 
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NATIONAL  LABOR  RELATIONS  BOARD 
MEETING 

TIME  AND  date:  10  a.m.,  Monday, 
November  30, 1981. 

place:  Board  Conference  Room,  Sixth 
Floor,  1717  Pennsylvania  Avenue,  N.W., 
Washington,  D.C. 

STATUS:  Closed  to  public  observation 
pursuant  to  5  U.S.C.  552b(c)(2)  (internal 
personal  rules  and  practices)  and  (c)(6) 
(personnel  information  where  disclosure 
would  constitute  a  clearly  unwarranted 
invasion  of  personal  privacy). 

MATTERS  TO  BE  BE  CONSIDERED:  Budget 
and  personnel-related  matters. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  John  C.  Truesdale, 
Executive  Secretary,  Washington,  D.C. 
20570:  Telephone:  (202)  254-9430. 

Dated  at  Washington,  D.C..  November  20, 
1981. 

By  direction  of  the  Board. 

National  Labor  Relations  Board. 

John  C.  Truesdale, 

Executive  Secretary. 
lS-1756-81  Filed  11-23-81: 11:21  am| 

BILLING  CODE  7S4iMll-M 
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NATIONAL  MEDIATION  BOARD 

TIME  AND  DATE:  2  p.m,  Wednesday, 
December  9, 1981. 

PLACE:  Board  Hearing  Room,  Eighth 
floor,  1425  K  StreeL  NW.,  Washington, 
D.C. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED: 

1.  Ratiflcation  of  Board  actions  taken  by 
notation  voting  during  the  month  of 
November,  1961. 

2.  Other  {xiority  matters  which  may  come 
before  the  Board  for  which  notice  will  be 
given  at  earliest  practicable  time. 
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SUPPLEMENTARY  INFORMATION:  Copies 
of  the  monthly  report  of  the  Board’s 
notation  voting  actions  will  be  available 
from  the  Executive  Secretary’s  ofHce 
following  the  meeting. 

CONTACT  PERSON  FOR  MORE 
INFORMATION:  Mr.  Rowland  K.  Quinn, 

Jr.,  Executive  Secretary:  Tel:  (202)  523- 
5920. 

Date  of  Notice:  November  20, 1981. 

|S-176e-81  Filed  11-24-61: 11:17  am] 

BILLING  CODE  75S0-01-M 
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NUCLEAR  REGULATORY  COMMISSION 
DATE:  Week  of  November  23, 1981 
(revised). 

PLACE:  Commissioner’s  Conference 
Room,  1717  H  Street,  NW.,  Washington, 
D.C. 

STATUS:  Open/closed. 

MATTERS  TO  BE  CONSIDERED:  Tuesday, 
November  24 — 

10  a.m.: 

1.  Affirmation/Discussion  Session  (public 
meeting]  (as  announced;  items  revised) 
Items  to  be  affirmed  and  /or  discussed: 

a.  Interim  Amendments  to  10  CFR  Part  50 
Related  to  Hydrogen  Control  (postponed 
from  November  19) 

b.  Proposed  Amendments:  (A)  to  10  CFR 
50.54,  Implementing  the  Immediate 
NotiHcation  Requirements  Mandated  in 
Section  201  of  NRC’s  FY  1980 
Authorization  Act,  and  (B)  to  10  CFR 
50.72,  Revising  the  Immediate  Reporting 
of  Significant  Events  at  Operating 
Nuclear  Power  Reactors  (postponed  hrom 
November  19) 

c.  Request  for  a  Hearing  on  Big  Rock  Point 
(postponed  from  November  19) 

d.  Request  for  a  Hearing  on  Turkey  Point 
(postponed  from  November  19) 

e.  Amendments  to  Part  2  (Express  Mail; 

Oral  Responses  to  Motions  to  Compel) 

f.  San  Onofre  Order 

1:30  p.m.: 

1.  Briefing  on  Pressurized  Thermal  Shock 
(public  meeting)  (as  announced) 

2.  Discussion  of  Pending  Litigation  (closed 
meeting)  (postponed  from  November  19] 

ADDITIONAL  INFORMATION:  DiscuSSion  of 
Management-Organization  and  Internal 
Personnel  Matters,  scheduled  for 
November  17,  was  cancelled.  The 
Affirmation/Discussion  Session, 
scheduled  for  November  19,  was 
cancelled.  By  a  vote  of  5-0  on  November 
18  the  Commission  determined  pursuant 
to  5  U.S.C.  552b(3)  and  §  9.107a  of  the 
Commission’s  Rules  that  Commission 
business  required  that  Discussion  of 
Diablo  Canyon  Order  (closed),  held  that 
day  and  continued  on  November  19 
(closed  and  open),  be  held  on  less  that 
one  week’s  notice  to  the  public. 
AUTOMATIC  TELEPHONE  ANSWERING- 
SERVICE  FOR  SCHEDULE  UPDATE:  (202) 


634-1498.  Those  planning  to  attend  a 
meeting  should  reverify  the  status  on  the 
day  of  the  meeting. 

CONTACT  PERSON  FOR  MORE 
information:  Walter  Magee  (202)  634- 
1410. 

November  23, 1981. 

Walter  Magee, 

Office  of  the  Secretary. 

[S-1758-81  Filed  11-24-81: 11:11  am) 

BILUNG  CODE  7590-01-M 
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OCCUPATIONAL  SAFETY  AND  HEALTH 

REVIEW  COMMISSION 

TIME  AND  DATE:  10  a.m.  on  December  3, 

1981. 

place:  Room  1101, 1825  K  Street,  NW., 
Washington,  D.C. 

STATUS:  Because  of  the  subject  matter,  it 
is  likely  that  this  meeting  will  be  closed. 
MATTERS  TO  BE  CONSIDERED:  Discussion 
of  specific  cases  in  the  Commission 
adjudicative  process. 

CONTACT  PERSON  FOR  MORE 
information:  Mrs.  Patricia  Bausell  (202) 
634-4015. 

Dated:  November  24, 1981. 

IS-1759-81  Filed  11-24-81: 11:11  am] 

BILUNG  CODE  7600-01-M 
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OCCUPATIONAL  SAFETY  AND  HEALTH 

REVIEW  COMMISSION 

TIME  AND  date:  10  a.m.  on  December  10, 

1981. 

place:  Room  1101, 1825  K  Street,  NW., 
Washington,  D.C. 

STATUS:  Because  of  the  subject  matter,  it 
is  likely  that  this  meeting  will  be  closed. 
MATTERS  TO  BE  CONSIDERED:  DiscuSSion 
of  specific  cases  in  the  Commission 
adjudicative  process. 

CONTACT  PERSON  FOR  MORE 
information:  Mrs.  Patricia  Bausell  (202) 
634-4015. 

Dated:  November  24, 1981. 

[S-17e0-81  Filed  11-24-81: 8:45  am] 

BILUNG  CODE  7600-01-M 
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OCCUPATIONAL  SAFETY  AND  HEALTH 

REVIEW  COMMISSION 

TIME  AND  date:  10  a.m.  on  December  17, 

1981. 

place:  Room  1101, 1825  K  Street,  NW., 
Washington,  D.C. 

STATUS:  Because  of  the  subject  matter,  it 
is  likely  that  this  meeting  will  be  closed. 
MATTERS  TO  BE  CONSIDERED:  DiscuSSion 
of  specific  cases  in  the  Commission 
adjudicative  process. 


CONTACT  PERSON  FOR  MORE 
information:  Mrs.  Patricia  Bausell  (202) 
634-4015. 

Dated:  November  24, 1981. 

IS-1781-81  Filed  11-24-81;  11:14  am] 

BILLMG  CODE  7600-01-M 
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SECURITIES  AND  EXCHANGE  COMMISSION 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Government  in  the 
Sunshine  Act,  Pub.  L.  94-409,  that  the 
Securities  and  Exchange  Commission 
will  hold  the  following  meetings  during 
the  week  of  November  30, 1981,  in  Room 
825,  500  North  Capitol  Street, 
Washington,  D.C. 

A  closed  meeting  will  be  held  on 
Tuesday,  December  1, 1981,  at  lOKX)  a.m. 
An  open  meeting  will  be  held  on 
'Thursday,  December  3, 1981,  lOdX)  a.m. 

’The  Commissioners,  their  legal 
assistants,  the  Secretary  of  the 
Commission,  and  recording  secretaries 
will  attend  the  closed  meeting.  Certain 
staff  members  who  are  responsible  for 
the  calendared  matters  may  be  present. 

The  General  Counsel  of  Ae 
Commission,  or  his  designee,  has 
certified  that,  in  his  opinion,  the  items  to 
be  considered  at  the  closed  meeting  may 
be  considered  pursuant  to  one  or  more 
of  the  exemptions  set  forth  in  5  U.S.C. 
552b(c)(4)(8)(9)(A)  and  (10)  and  17  CFR 
200.402(a](4)(8](9)(i)  and  (10). 

Chairman  Shad  and  Commissioners 
Loomis,  Evans,  Thomas,  and  Longstreth 
voted  to  consider  the  items  listed  for  the 
closed  meeting  in  closed  session. 

'The  subject  matter  of  the  closed 
meeting  scheduled  for  Tuesday, 
December  1, 1981,  at  10:00  a.m.,  will  be: 

Access  to  investigative  files  by  Federal, 

State,  or  Self-Regulatory  authorities. 
Institution  of  administrative  proceedings  of 
an  enforcement  nature. 

Institution  of  injunctive  actions. 

Settlement  of  administrative  proceedings  of 
an  enforcement  nature. 

Regulatory  matter  regarding  financial 
institution.  Freedom  of  Information  Act 
appeals.  Litigation  matter. 

Regulatory  matter  bearing  enforcement 
implications. 

The  subject  matter  of  the  open 
meeting  scheduled  for  Thursday, 
December  3, 1981,  at  10:00  a.m.,  will  be: 

1.  Consideration  of  whether  to  publish  a 
release  containing  interpretations  of  the 
provisions  of  Item  4  of  ^K.  The  release 
would  provide  staff  views  on  issues  which 
have  arisen  since  the  most  recent 
amendments  of  Item  4,  which  relates  to  the 
disclosure  of  management  remuneration  in 
Commission  filings.  In  addition,  the  release 
would  reiterate  prior  staff  interpretations 
with  continuing  validity.  For  further 
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information,  please  contact  Ann  M.  Glickman 
at  (202)  272-2573. 

2.  Consideration  of  whether  to  eliminate 
annual  Schedules  0  and  III  of  Form  X-17A-5, 
the  Financial  and  Operational  Combined 
Uniform  Single  (’TOCUS")  Report,  filed  by 
brokers  and  dealers.  For  further  information, 
please  contact  James  G.  Moody  at  (202)  272- 
2370, 

3.  Consideration  of  whether  to  grant  the 
application  of  Heizer  Corporation  (“Heizer”), 
a  business  development  company  within  the 
meaning  of  Section  2(a)(48]  of  the  Investment 
Company  Act  of  1940  (“the  Act”),  requesting 
an  orier  pursuant  to  Section  61(a)(3)  of  the 
Act  approving  the  issuance  of  options  to 
purchase  Heizer  shares  to  certain  non¬ 
employee  directors  pursuant  to  an  executive 
compensation  plan.  The  Commission  will 
also  ooiuider  a  recommendation  by  the 
Division  of  Investment  Management  (“the 
Division")  that  the  Conunission  amend  Rule 
30-6  of  the  rules  relating  to  general 
organization  to  delegate  to  die  Director  of  the 
Division  the  authority  to  issue  notices  and 
orders  pursuant  to  Sections  57(c),  57(i],  57(k), 
57(n)  and  61(a)(3)  of  the  Act  where  the 
applications  present  no  issues  not  previously 
sHded  by  the  Commission  and  raise  no 
questions  of  fact  or  policy  indicating  that  a 
faring  need  be  held,  for  further  information, 
please  contact  Barbara  G.  Fraser  at  (202)  272- 
3017. 


4.  Consideration  ^  wheUier  to  adopt  three 
revisions  to  Forms  N-lQ,  N-1  and  N-2'to, 
among  other  things,  eliminate  the  necessity 
for  most  management  investment  companies 
to  fHe  Form  N-lQ  on  a  quarterly  basis  and 
establish  in  its  place  a  new  requirement  to 
report  substantially  similar  information 
annually  on  Form  N-1  and  N-2.  For  further 
information,  please  contact  Anthony  A. 
Vertuno  at  (202)  272-2107. 

At  times  changes  in  Commission 
priorities  require  alterations  in  the 
scheduling  of  meeting  items.  For  further 
information  and  to  ascertain  what,  if 
any,  matters  have  been  added,  deleted 
or  postpmied,  please  contact:  Diane 
Klinke  at  (202)  272-.2178. 

November  24, 1961. 

|S-1778-ei  Piled  11-24-81;  3:43  pm] 

BUXINQ  CODE  S010-01-II 
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UNIFORMED  SERVICES  UNIVERSITY  OF  THE 
HEALTH  SCIENCES 

Meeting 

TIME  AND  date:  8  a.m.,  December  11, 
1981. 

place:  Uniformed  Services  University  of 
the  Health  Sciences,  Room  D3-001, 4301 


Jones  Bridge  Road,  Bethesda,  Maryland 
20014. 

STATUS:  Open. 

MATTERS  TO  THE  CONSIDERED: 

8:00  a.m. — ^Meeting — ^ard  of  Regents 
(1)  Approval  of  Minutes,  15  October  1961: 
(2)  Report  on  Research/Investigation 
Program:  (3)  Faculty  Appointments:  (4) 
Report — ^Admissions:  (5)  Report — 
Associate  Dean  for  Operations;  (6) 
Report — Chairman,  Board  of  Regents;  (7) 
Report — President,  USUHS — (a)  Draft 
Sabbatical  Policy,  (b)  Membership  in 
Medical  Honor  Society,  (c)  USUHS 
Space  Requirements,  (d)  Collaborative 
Educational  Efforts,  (e)  Recommendation 
for  Awards 
New  Business 

SCHEDULED  MEETINGS:  March  12. 1982, 
CONTACT  PERSON  FOR  MORE 
information:  Frank  Reynolds, 
Executive  Secretary  of  Ae  Board,  202/ 
295-3025. 

November  23. 1981. 

M.  S.  Healy, 

OSD  Federal  Register  Liaison  Officer, 
Washington  Headquarters  Services, 
Department  of  Defense. 
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